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PKEFACE. 


The  manuscript  of  the  greater  part  of  the  present  book  was  left 
in  a  nearly  complete  form  by  Sir  Clement  Le  Neve  Foster  at  the 
time  of  his  unexpected  death,  and  he  had  already  made  arrange- 
ments with  Messrs  Griffin  for  its  publication  as  a  companion  book 
to  his  Elements  of  Mining  and  Quarrijing,  recently  issued  by  them. 
As  I  was  familiar  with  the  object  which  he  had  in  view,  I  willingly 
undertook  such  revision  as  was  necessary.  " 

No  questions  receive  closer  attention  from  mining  engineers  at 
the  present  time  than  those  relating  to  the  health  and  safety 
of  the  men  under  their  charge;  and  among  all  the  dangers  which 
threaten  the  miner  or  impede  his  work,  none  are  more  real  and 
urgent  than  those  due  to  impure  air.  A  knowledge  of  the  im- 
purities in  mine  air,  the  methods  of  identifying  and  measuring 
them,  their  sources,  and  their  effects,  has  thus  become  almost  a 
necessity  to  mining  engineers.  The  aim  of  the  book  is  to  give 
English  students  of  mining,  and  mining  engineers,  an  account  of 
this  subject,  with  reference  to  both  coal-mines  and  metalliferous 
mines. 

It  was  chai'acteristic  of  the  broad  outlook  of  Le  Neve  Foster 
that  he  wished  to  present  to  his  students — for  the  book  was 
originally  intended  for  the  special  use  of  students  at  the  Royal 
School  of  Mines — an  account,  not  merely  of  English  methods  of 
mine  air  examination,  but  also  (as  far  as  possible)  of  methods  in 
use  in  other  countries.  He  therefore  translated  the  two  papers 
which  form  the  first  and  second  parts  of  the  book,  after  obtaining 
the  permission  of  the  authors  and  publishers,  whose  courtesy  I 
should  like  to  take  this  opportunity  of  gratefully  acknowledging. 

The  first  part  is  a  translation  of  the  well-known  short  treatise 
on  Mine  Air  Analysis,  written  for  mining  engineers  by  Prof. 
Brunck  of  the  Freiberg  i\lining  College.    In  this  section  will  be 
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found  a  general  account  of  the  normal  and  abnormal  constituents 
of  mine  air,  and  a  detailed  description  of  the  analysis  of  mine  air 
by  the  very  valuable  technical  methods  of  Winkler,  Hempel,  and 
other  eminent  German  chemists. 

The  second  part  is  an  account  by  M.  L^on  Poussigue,  Manager 
of  the  Ronchamp  Collieries,  of  the  methods  in  use  there  under  his 
direction  for  the  systematic  examination  of  the  air  and  control  of 
the  ventilation.  This  description  of  the  practice  in  a  first-rate 
French  colliery  will  be  read  with  interest  by  English  mining 
engineers,  particularly  as  the  method  of  fire-damp  estimation 
employed  (that  of  Le  Ch&telier)  is  as  yet  very  little  known  in 
this  country. 

The  third  part,  for  which  I  am  responsible,  contains  a  descrip- 
tion of  rapid  methods  of  analysis— for  the  most  part  not  hitherto 
published — which  I  have  devised  in  the  course  of  investigations 
on  mine  air  during  the  last  few  years.  To  this  description  there 
is  added  a  section  on  the  interpretation  of  mine  air  analyses,  m 
which  the  origin,  significance,  and  effects  on  men  of  the  various 
impurities  in  mine  air  are  discussed  in  the  light  of  recent  in- 
vestigations. As  the  first  two  parts  of  the  book  refer  more 
especially  to  the  air  of  coal-mines,  I  have,  in  the  course  of  revision, 
been  careful  to  insert  full  references  to  the  impurities  met  with 
in  metalliferous  mines,  so  that  students  of  both  metalliferous 
mining  and  coal  mining  may  be  able  to  find  within  the  book  the 
information  which  they  require. 

As  an  appendix,  and  as  far  as  possible  in  Le  Neve  Foster's  own 
words,  I  have  added  an  account  of  the  effects  of  carbonic  oxide 
in  the  disaster  at  Snaefell  Mine  in  1897.  Not  only  is  this 
account  of  much  scientific  and  practical  interest,  but  it  will  be 
valued  as  a  characteristic  personal  memorial  of  one  who  was 
respected  even  more  for  his  devotion  to  the  highest  ideals 
of  duty  than  for  the  benefits  to  the  mining  profession  which 
resulted  from  his  influence  and  teaching.  His  exposure  to 
carbonic  oxide  during  the  exploration  of  the  mine  and  recovery 
of  the  bodies  was  apparently  the  starting-point  of  the  illness 
which  ultimately  proved  fatal  to  him. 

For  the  interesting  photograph  reproduced  in  the  Frontispiece 
I  am  indebted  to  Mr  G.  J.  Williams,  H.M.  Inspector  of  Mines. 
It  was  taken  in  a  neighbouring  mine  shortly  after  the  Snaefell 
accident,  when  Mr  Williams  had  his  camera  underground  for  the 
purpose  of  photographing  a  life-saving  apparatus  which  we  were 
testing. 

J.  S.  H. 
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I.-THE  CHEMICAL  INVESTIGATION 
OF  MINE  AIR: 

1  Cmdse  Introduction  to  the  Analysis  of  Mine  Air  hy  simple 
methods,  for  the  use  of  Mining  Engineers. 


dr  otto  BEUNCK, 
extraorwnakv  professor  at  the  freiberg  jiining  colleok. 


THE  CHEMICAL  INVESTIGATION 
OF  MINE  AIE. 


INTEODUCTION. 

The    dangers   which   threaten   the  miner  in  his  calling,  and 
especially  the  collier,  are  numerous.    Water,  fire,  falls  of 'rock 
and  a  dangerous  atmosphere-these  are  the  enemies  with  which 
he  constantly  has  to  contend.    But  of  all  dangers  those  which  he 
fears  most  are  caused  by  gases  underground,  which  may  give  rise 
to  violent  explosions  or  may  endanger  his  health  and  life  bv 
impeding  respiration.    An  enemy  is  more  easily  fought  when  he 
IS  visible;  but  mine  gases,  the  invisible  decomposition  products 
of  organic  substances,  entirely  escape  perception  by  our  senses 
Sir   tI^     if-°       'TS^i^^  th^ir  presence  by  their  noxious 
effects.    Ihe  collier  has  therefore  always  endeavoured  to  discover 
ways  and  means  of  recognising   these   dangerous   gases,  and 

inlZT^^   \l  ^'''^'^  ^^"^  '^PP^-"«««  have'  been 

mvented  for  the  purpose ;  but  not  one  of  these  so-called  fire-damn 
indicators  has  made  its  way  into  ordinary  practice.    It  is  true  that 
the  miner's  lamp  is  an  appliance  which  will  warn  him  when  there 
18  danger  from  fire-damp,  or  when  the  proportion  of  oxygen  in 
the  air  is  falling  below  the  requirements  for  breath ing  Un 
fortunately,  the  lamp  does  not  begin  to  be  an  effective  detector  of 
dangerous  mixtures  of  gases  until  the  moment  of  dano-er  has 
already  arrived,  the  mine  air  already  containing  so  much  of  these 
gases  as  to  be  dangerous.    So-called  indicator  lamps  affording 
more  delicate  tests  for  methane  have  been  constructed  •  but  thf 
miner  has  not  taken  to  them  kindly,  either  because  they  are  not 
easily  managed,  or  because  their  indications  are  not  trustworthy 
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A  plentiful  supply  of  fresh  air  to  all  the  workings  of  a  mine 
has  always  been  regarded  as  the  best  means  of  combating  the 
dangers  due  to  underground  gases.    The  natural  currents  have 
Ion  ° been  strengthened  by  powerful  fans,  and  to-day  ventilation 
is  one  of  the  most  important  branches  of  colliery  engineering. 
As  the  issue  of  gases  from  coal  cannot  be  prevented,  they  must 
be  rendered  harmless  by  diluting  them  greatly  with  atmospheric 
air  and  then  driving  them  out  of  the  mine.    The  only  means  of 
deciding  whether  this  object  is  properly  attained  is  to  determine 
the  amount  of  methane  and  carbonic  acid  in  the  main  and  branch 
air-currents ;  for  even  with  the  best  imaginable  ventilation  it  is 
impossible  to  prevent  the  percentage  of  methane  or  carbonic  acid 
from  temporarily  exceeding  the  desired  standard  in  certain  places. 
The  main  return  current  represents  to  a  certain  extent  an  average 
of  all  parts  of  the  mine;   and  by  determining  the  amount  of 
methane  and  carbonic  acid,  and  measuring  the  volume  of  air 
passing  through  the  shaft  in  the  unit  of  time,  it  is  possible  to 
ascertain  the  quantities  of  gas  produced  in  a  colliery,  which  are 
often  very  large. 

Just  as  the  smelter  by  analysing  the  smoke  or  furnace  gases 
determines  whether  or  no  his  firing  is  being  carried  on  properly, 
so  the  miner  is  enabled,  by  regularly  analysing  the  return  air- 
current,  to  control  the  ventilation  of  his  mine.  Whether  the 
quantity  of  air  sent  into  a  mine  is  insufficient  or  unnecessarily 

large  a  danger  in  one  case  and  a  waste  in  the  other — is  a  question 

which  can  only  be  answered  by  chemical  analysis,  unless  the 
miner  resorts  to  crude  empiricism.  And  the  case  is  one  in  which 
rules  based  simply  on  previous  experience  have  little  value,  for 
the  "  chemical  temperament "  of  mines  is  very  varied. 

The  regular  investigation  of  the  return  air-currents  will  reveal 
to  the  manager  of  a  mine  every  disturbance  in  the  ventilation  ;  it 
will  call  his  attention  to  any  increase  in  the  amount  of  gas  given 
off,  such  as  may  be  due  to  cutting  into  a  new  seam  or  any  other 
cause.  In  determining  whether  the  ventilating  arrangements  are 
acting  properly  the  proportion  of  carbonic  acid  gives  specially 
valuable  information,  as  this  gas  is  given  off  by  the  coal  with  far 
greater  regularity  than  is  methane.  The  amoimt  of  this  latter 
gas  often  varies  very  considerably.  In  any  case,  the  analysis  will 
call  the  manager's  attention  to  any  increase  in  the  amount  of 
methane,  and  enable  him  to  prevent  a  dangerous  accumulation  of 
gas  by  increasing  the  supply  of  fresh  air. 

The  importance  of  regularly  analysing  samples  of  the  air 
from  the  different  mines  has  been  recognised  in  various  colliery 
districts ;  and  central  laboratories  have  been  erected  for  making 
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^fnP^^^*>r  Of  fire-damp.  To  these  laboratories  samples  of 
TfZ^  '  «^ther  taken  at  regular  intervals  or  as  special  drcum- 
stances  may  direct,  are  sent  in  by  the  managers  of  mines  for 
41tZlT  V  the  percentages  of  methane  and  carbonic  acid 
intervak  of"'"  "^^'"1  '''^'^^"^  P^^'^^^P^  '-^^^er  considerable 
frPP^In     /  ""^r^  "^^Portant  information  concerning  the 

ontroUin^  tL'^"''.^^  "^"-^''"P'  '^'^  ^^^^^  serv!  for 
controlling  the  ventilating  arrangements.  Analysis  will  not 
serve  this  purpose  unless  the  mine  manager  has  a  determination 
made  at  any  moment  when  it  appears  to  him  necessary  and 
receives  the  results  with  the  least  possible  delay.  This  cai  on"y 
be  ensured  by  having  the  analysis  made  at  the  mine  itself 

Eobe  t  Bunsen  have  not  been  adopted  in  actual  practice  for  the 
n.estigation  of  gaseons  products  formed  in  chemical  and  metal- 
lurgical processes,  and  in  like  manner  the  methods  of  analysing 
mine  air  which  give  satisfactory  results  in  scientific  laboratories 
and  in  the  hands  of  practised  chemists,  will  not  be  adopted  at 
mines.    Just  as  gas  analysis  first  began  to  make  its  triiimphal 
entry  into  chemical  and  metallurgical  works  after  chemists  had 
invented  n,ethods  of  analysis  suited   to   the   requirements  of 
practice,  so  also  mine  air  will  not  be  regularly  analysed  at 
collieries  until  means  are  provided  of  enabling  a  person  who  is 
not  an  expert  to  obtain  with  the  aid  of  simple  apparatus  results 
sufeciently  accurate  for  practical  purposes.     Another  condition 
which  must  be  imposed  in  the  case  of  technical  analyses  of 
mine  air  is  that  an  analysis  shall  not  take  up  too  much  time 

Jf  we  cast  our  eyes  over  the  field  of  technical  gas  analysis  for 
methods  of  analysing  mine  gas  which  will  satisfy  these  require- 
ments, It  IS  easy  to  find  all  that  is  wanted  in  the  case  of  all  the 
important  gases;  the  methods  are  suitable  for  the  conditions  of 
practical  mming,  they  are  simple,  and  they  give  results  which  in 
many  instances,  and  especially  with  methane,  the  most  important 
of  all  mine  gases,  are  in  no  way  less  accurate  than  the  most 
aelicate  methods  of  exact  gas  analysis. 

As  soon  as  the  mining  engineer  has  overcome  his  timidity  with 
re  erence  to  this  unaccustomed  field  of  operations,  he  will  quickly 
take  to  gas  analysis,  and  learn  to  regard  it  as  an  important  aid  to 
the  safety  of  the  workings  placed  under  his  charge 
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I.  THE  CONSTITUENTS  OF  MINE  AIR. 
1.  Oxygen. 

The  most  important  gas  for  the  inha.bitants  of  our  planet  is 
oxygen,  without  which  animal  life  is  impossible;  it  was  con- 
sequently called  "life-air"  by  the  old  chemists.  In  the  free  state 
it  forms  the  most  important  constituent  of  our  atmosphere,  which 
contains  20-94  per  cent,  of  it  by  volume,  the  remainder  consisting 
chiefly  of  nitrogen.  Although  air  is  only  a  mechanical  mi.\ture 
of  gases,  and  not,  as  was  formerly  believed,  a  chemical  compound 
of  oxygen  and  nitrogen,  the  percentage  of  oxygen  which  it 
contains  is  remarkably  constant.  In  spite  of  the  enormous  daily 
consumption  of  oxygen  upon  the  earth,  no  variations  in  the 
composition  of  our  atmosphere  can  be  proved.  It  is  the  vegetable 
world  which  balances  the  consumption  by  the  giving  off  of  oxygen, 
and  if  there  are  any  small  local  differences  of  composition,  the 
remarkable  mutual  diffusive  power  of  the  atmospheric  gases  soon 
brings  back  the  atmosphere  to  its  normal  composition. 

Where,  however,  masses  of  air  are  enclosed,  so  that  the  inter- 
change of  constituents  with  the  outer  atmosphere  is  not  free  and 
unimpeded,  considerable  variations  in  its  composition  are  very 
easily  possible,  and  the  percentage  of  oxygen  may  fall  consider- 
ably below  the  normal.  On  the  other  hand,  no  appreciable 
increase  above  the  normal  has  ever  been  observed  up  to  the 
present.  Mine  air  is  poorer  in  oxygen  than  atmospheric  air,  and 
the  difference  in  the  proportions  of  oxygen  in  the  intake  and. 
return  air  in  collieries  may  amount  to  several  per  cent.  If  the 
air  is  very  poor  in  oxygen  the  miner  speaks  of  it  as  "dead."  The 
consumption  of  oxygen  in  the  mine  is  due  only  in  a  very  minor 
degree  to  the  respiration  of  the  workmen  and  the  buriiing  of 
lamps,  and  it  must  be  ascribed  in  the  main  to  the  slow  oxidation 
of  the  coal. 

Oxygen  is  a  perfectly  colourless,  inodorous,  and  tasteless  gas, 
which  by  our  senses  we  cannot  distinguish  from  ordinary  atmo- 
spheric air.  It  is  slightly  heavier  than  air ;  its  specific  gravity, 
reckoning  air  as  unity,  is  M05  at  0°  C.  and  760  ram.  of  mercury 
in  latitude  45°,  and  1  litre  of  oxygen  weighs  1-429  grammes. 
Below  -  118°  C,  the  critical  temperature  of  this  gas,  oxygen  may 
be  compressed  into  a  bluish  liquid,  which  boils  at  -  184°  C.  At  a 
temperature  of  -  200°^C.fit  liquefies  even  at  atmospheric  pressure. 
It  is  only  very  slightly  soluble  in  water :  at  15°  C.  100  volumes  of 
water  dissolve  only  3-45  volumes  of  oxygen. 
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Oxygen  has  a  great  affinity  for  nearly  all  the  elements.  With 
some  It  combines  even  at  the  ordinary  temperature;  in  most 
cases  heat  is  necessary  to  start  the  process  of  combination 
which  then  completes  itself  with  great  violence  and  evolution  of 
neat      ihe  sIoav  and  quiet  combination  of  oxygen  with  other 
substances  is  called  oxidation,  whilst  the  violent  combination 
accompanied  by  flame  is  known  as  combustion.    When  oxygen  is 
added  to  combustible  gases  in  certain  proportions  the  mixture 
will  explode  If  brought  into  contact  with  flame,  an  electric  spark 
or  a  glowing  wire.    As  in  the  case  of  solids  and  liquids,  so  also 
in  the  case  of  gaseous  mixtures,  the  temperature  of  ignition  varies 
greatly. 

In  gas  analysis  we  make  use  of  the  property  possessed  bv 
oxygen  of  combining  with  certain  substances  at  the  ordinary 
temperature      The  mixture  containing  oxygen  is  brought  into 
contact  with  one  of  these  bodies:  the  oxygen  is  absorbed;  and 
the  mixture  undergoes  a  corresponding  diminution  of  volume 
An  excellent  absorbent  of  oxygen  is  yellow  phosphorus,  which, 
It  wet,  combines  with  oxygen  at  the  ordinary  temperature  of 
dwellmg-rooms,   producing  phosphorous  and  phosphoric  acids, 
which  easily  dissolve  in  water.    The  reaction  is  accompanied  by 
a  peculiar  evolution  of  light,  which  is  very  evident  in  a  dark 
room     As  soon  as  all  the  oxygen  has  disappeared,  the  glowing 
which  arises  from  the  combustion  of  phosphorus  vapour,  ceases 
immediate  y.     The  commencement  of  the  absorption  is  also 
recognisable  by  the  appearance  of  white  clouds  of  phosphorous 
acid,  which  only  slowly  clear  away,  but  which,  on  account  of  their 
very  small  pressure,  do  not  aff'ect  the  volume  of  the  remaining  gas 
At  the  ordinary  temperature  of  dwelling-rooms,  the  absorption  is 
complete  in  a  few  minutes  ;  below  16°  C.  (61°  F.)  there  is  already 
a  marked  retardation,  which  increases  as  the  temperature  sinks 
and  the  reaction  ceases  altogether  at  8°  C.  (46°  F.).  ' 

It  is  strange  that  the  absorption  takes  place  with  greater 
difficulty  as  the  proportion  of  oxygen  in  a  gaseous  mixture 
increases:  a  higher  temperature  becomes  necessary  to  start  the 
reaction,  which,  however,  when  once  begun,  proceeds  very  rapidly 
In  pure  oxygen  the  absorption  does  not  begin  until  the  tempera- 
ture is  23°  C.  (73°  F.),  and  then  the  evolution  of  heat  may  be 
great  enough  to  melt  the  phosphorus.  Occasionally  the  com- 
bination takes  place  with  explosion  and  flame.  The  reaction 
proceeds  gently  if  the  oxygen  is  rarefied  by  diminishinc^  the 
pressure  instead  of  by  the  admixture  of  an  indifferent  gaf. 

The  employment  of  phosphorus  in  gas  analysis  is  unfortunately 
somewhat  limited  by  the  fact  that  several  gases  and  vapours,  even 
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when  occurring  in  only  very  small  proportions,  completely  stop 
the  absorption  of  oxygen.  Among  them  may  be  mentioned 
particularly  phosphoretted  hydrogen,  sulphuretted  hydrogen, 
chlorine,  benzene  vapour,  petroleum  vapour,  and  especially  the 
unsaturated  hydrocarbons  contained  in  petroleum.  On  the  other 
hand,  methane,  ethane,  and  the  saturated  hydrocarbons  may  be 
present  in  large  quantity  without  exerting  the  slightest  influence 
upon  the  reaction.  It  is  remarkable  that  the  absorption  is  not 
rendered  slower  or  incomplete  by  the  disturbing  gases ;  it  either 
goes  on  normally  or  is  entirely  prevented.  If  any  cloudiness 
appears,  it  may  be  safely  assumed  that  the  oxygen  will  be  com- 
pletely absorbed.  On  the  other  hand,  if  a  gaseous  mixture  of 
unknown  composition  is  being  analysed,  the  absence  of  cloudiness 
must  never  be  regarded  as  proving  the  absence  of  oxygen. 

Phosphorus  is  particularly  well  adapted  for  the  analysis  of 
mine  air.  It  is  only  in  the  case  of  the  gases  given  oflF  by  under- 
ground fireS;,  or  of  the  "after-damp"  of  coal  dust  explosions,  that 
it  is  better  to  employ  another  material  for  absorbing  the  oxygen, 
because  the  air  may  then  contain  products  distilled  from  the 
coal  or  the  timber. 

This  other  absorbent,  which  can  be  used  in  all  cases,  is 
pyrogallic  acid,  an  organic  substance.  It  is  a  white,  very  light 
crystalline  powder  which  becomes  brown  when  exposed  to  the 
lightj  and  is  extremely  soluble  in  water.  Whilst  an  aqueous 
solution  of  pyrogallic  acid  alone  does  not  absorb  oxygen  rapidly, 
the  addition  of  an  alkali  increases  the  absorptive  power  extra- 
ordinarily. If  a  solution  of  pyrogallic  acid  in  an  excess  of  potash 
solution  is  shaken  up  with  a  gaseous  mixture  containing  oxygen, 
this  gas  disappears  in  the  course  of  a  few  minutes,  whilst  the 
liquid  turns  brown,  owing  to  the  formation  of  complicated 
oxidation  products.  Though  pyrogallic  acid  does  not  equal 
phosphorus  in  its  absorptive  capacity  and  in  convenience  of 
manipulation,  it  possesses  the  advantages  that  its  action  is  not 
affected  by  the  presence  of  other  gases  and  that  low  temperatures 
do  not  appreciably  lower  its  faculty  of  taking  up  oxygen. 

The  physiological  importance  of  oxygen  depends  upon  the  fact 
that  it  oxidises  the  food  material  in  the  animal  body  with 
development  of  heat.  It  is  consequently  the  most  important 
factor  in  nutrition  and  the  development  of  muscular  energy. 
The  oxygen  inhaled  in  breathing  is  taken  up  by  the  blood  in  the 
lungs,  and  converts  its  hsemoglobin  into  a  very  unstable  chemical 
compound,  oxyhsemoglobin,  which  imparts  a  bright  red  colour  to 
the  blood.  The  oxygen  in  this  state  of  combination  is  carried 
to  all  parts  of  the  animal  body,  and  on  reaching  the  capil- 
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iTyten  dissociated  into  hemoglobin  and 

recei  4   a  .1  ^T^'  ^^^'^  Wood,  to 

receue   a   new   charge   of   oxygen    and   once    more  become 

o^;tn'car'  1       •    "^'^  hemoglobin  wTh 

prSure  o?  Tp^       accomphshed  in  the  lungs  if  the  partial 
pressure  of  the  oxygen  m  the  air  which  is  being  inhaled  is 
lAciently  great     Experiments  have  shown  that  1.h  s  can  be 
lowered  to  one-half  of  the  normal  without  injury  to  health  I 

V>ZerT:^^^^^^  sunk  below 

U  per  cent,  that  dilBculties  of  breathing  set  in:  with  10  per 
cent  the  hps  become  bluish;  with  6  percent,  there  is  violent 
pa  pztation  of  the  heart  and  loss  of  cozLiousness,  which  is  soon 
folWed  by  death.  The  experiences  of  person^  going  up  i" 
ba  loons  or  ascendmg  high  mountains  are  in  complete  accord 
with  the  above  facts  for  it  is  found  that  difficulties  of  breathing 
ommence  at  a  height  of  about  5000  metres  (16,000  feet),  whe? 
the  atmospheric  pressure  is  reduced  to  about  one-half  of  what't 
IS  normally  and  when  consequently  the  partial  pressure  of  the 
oxygen  m  the  inhaled  air  has  likewise  sunk  to  one-half.  On  the 
npntL^T  '""f'"''  air-pressure  may  partially  com- 

pensate for  the  reduction  in  the  percentage  of  oxygen.  Conse- 
quently a  diminution  in  the  oxygen  contents  of  the^tmospC 
IS  more  easily  borne  at  a  great  depth  than  at  the  surface.  The 
partial  pressure  of  the  oxygen  in  the  inhaled  air  may  be  increased 
threefold  without  injury  to  health;  and  pure  oxygen  mly  be 
inhaled  into  the  lungs  for  a  long  time  without^^dange^^  As 
blood  m  contact  with  pure  oxygen  saturates  itself  with  this  gas 
five  times  as  quickly  as  it  does  when  in  contact  with  air,  persons 
who  have  been  suffocated  from  want  of  oxygen  are  made  to  breathe 
pure  oxygen  m  the  hopes  of  restoring  them  to  life.  Compressed 
oxygen  contained  in  steel  bottles  is  a  regular  article  of  commerce 

2.  Nitrogen. 

Of  the  various  substances  existing  in  the  gaseous  state  upon 
the  earth,  nitrogen  is  the  one  which  occurs  in  the  largest  .luantitv 
Our  atmosphere  contains  nearly  four-fifths  of  its  volume  of 
nitrogen  ;  more  exactly,  it  contains  78-1  per  cent,  of  nitroo-en  by 
volume  Although  the  percentage  of  oxygen  in  the  air  fs  very 
constant  the  proportion  of  nitrogen  is  almost  more  so  as  it 
scarcely  has  any  share  in  the  active  chemical  changes  which  are 
continually  going  on  in  our  planet.    It  is  only  a  few  plants 
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which,  with  the  aid  of  bacteria,  can  extract  the  nitrogen  from  the 
air  and  build  it  up  into  molecules  of  albumen. 

The  percentage  of  nitrogen  in  the  air  increases  where  oxygen 
is  consumed  without  a  corresponding  volume  of  carbonic  acid 
taking  its  place.  In  mine  air  the  proportion  between  oxygen 
and  nitrogen  is  often  decidedly  different  from  what  it  is  in  the 
atmosphere ;  and  the  return  air-currents  usually  show  a  per- 
centage of  nitrogen  which  is  decidedly  higher  in  proportion  to 
the  oxygen  than  that  of  the  air  on  entering  the  mine.  This  is 
due  partly  to  the  partial  absorption  of  the  oxygen  by  the  coal, 
and  to  its  consumption  by  breathing  and  combustion ;  and,  on 
the  other  hand,  there  is  also  a  positive  increase  of  nitrogen,  due 
to  the  fact  that  the  gases  given  off  by  the  coal  contain  some  free 
nitrogen,  which  does  not  come  from  the  air,  but  which  has  been 
formed  out  of  the  albumen  of  the  plants  during  the  process  of 
carbonisation.  The  "blowers"  also  often  contain  considerable 
quantities  of  nitrogen.  The  acciimulations  of  gas  known  in 
England  by  the  name  of  "  black  damp  "  consist  solely  of  nitrogen 
and  cai-bonic  acid.  An  analysis  of  this  mixture  in  one  case  gave 
87  per  cent,  of  nitrogen  and  13  per  cent,  of  carbonic  acid.  Here, 
however,  the  nitrogen  probably  came  from  the  air,  which,  under 
sviitable  conditions,  had  had  all  its  oxygen  extracted  from  it  by 
the  coal,  whilst  its  place  was  taken  by  the  oxidation  product  of 
the  coal,  viz.  carbonic  acid. 

The  physical  properties  of  nitrogen  differ  but  little  from  those 
of  oxygen.  Like  the  latter,  it  is  a  colourless,  tasteless,  and 
inodorous  gas.  Its  specific  gravity  is  somewhat  lowei*,  viz.  0'970. 
One  litre  of  nitrogen  under  normal  conditions  weighs  1'251 
grammes.  Below  its  critical  temperature,  -  146°  C,  it  may  be 
liquefied  by  pressure.  The  colourless  liquid  boils  at  -  194°  C.  If 
liquid  air  is  exposed  to  atmospheric  pressure,  nearly  pure  nitrogen 
evaporates  first  of  all ;  and,  finally,  there  remains  behind  a 
mixture  in  which  the  proportion  between  oxygen  and  nitrogen 
is  almost  the  converse  of  what  it  is  in  air.  The  solubility  of 
nitrogen  in  water  is  only  about  half  that  of  oxygen. 

Of  all  the  gases  nitrogen  presents  the  greatest  contrast  to 
oxygen  from  a  chemical  point  of  view.  In  contradistinction  to  the 
latter,  it  shows  very  slight  affinity  for  the  other  elements.  At 
ordinary  temperature  it  behaves  with  perfect  indifference  to  all 
substances,  and  it  is  only  at  a  red  heat  that  it  is  able  to  combine 
with  a  few  of  the  elements,  such  as  the  lighter  metals,  lithium, 
magnesium,  and  calcium. 

For  the  purposes  of  technical  gas  analysis  we  therefore  possess 
no  practical  absorbent  for  nitrogen,  and  are  obliged,  after  the 
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removal  of  all  absorbable  and  combustible  gases,  to  reckon  the 
remanider  as  nitrogen. 

In  doing  this  we  neglect  a  slight  error,  for  recent  investigations 
have  shown  that  the  atmosphere  contains  other  elements  extra- 
ordinarily similar  to  nitrogen,  which,  however,  occur  only  in  very 
small  quantIt.ies^    One  of  them,  argon  (from  the  Greek  word 
apyos,  inert),  is  found  in  air  in  the  proportion  of  0-94  per  cent 
by  volume.     Its  specific  gravity  is  1-38,  and  it  forms  M9 
per  cent,  of  what  is  usually  reckoned  as  nitrogen.    In  contact 
with  chemical  reagents  it  is  still  less  active  than  nitroc^en  for 
even  at  a  red  heat  it  refuses  to  combine  with  any  one  of  the 
e  ements.    As  the  nitrogen  of  the  atmosphere  in  mines  is  derived 
a  most  entirely  from  atmospheric  air,  we  should,  strictly  speaking 
always  deduct  M9  per  cent,  by  volume  from  the  calculated 
nitrogen,   and   reckon  it  as  argon.    Practically  this  is  quite 
unnecessary,  as  the  two  gases  are  so  similar ;  consequently,  both 
are  always  reckoned  together  as  nitrogen. 

Just  as  it  cannot  support  combustion,  nitrogen  is  unable  to 
support  respiration.  Men  and  animals  die  very  quickly  in  an 
atmosphere  of  pure  nitrogen  ;  but  they  perish  simply  from  the 
want  of  oxygen,  and  not  because  nitrogen  exerts  any  poisonous 
action  upon  the  organism.  That  nitrogen  is  not  a  poison  is 
evident  from  the  fact  of  such  large  quantities  continually  passing 
through  the  lungs.  The  affinity  of  haemoglobin  for  nitrogen  is  so 
small  that,  in  spite  of  the  inspired  air  containing  four  times  as 
much  of  this  gas  as  of  oxygen,  the  gas  extracted  from  the  blood 
consists  almost  solely  of  oxygen,  and  the  blood  contains  no  more 
nitrogen  than  any  other  liquid  which  comes  closely  into  contact 
with  air. 

3.  Methane. 

After  the  components  of  atmospheric  air,  methane  or  marsh  <^as 
IS  the  most  important  gas  for  the  miner;  it  is  "mine  gas"  or  "gas" 
Kar J^oxr'iv.  It  is  formed  when  organic  substances  are  decomposed 
with  absence  of  air  and  in  presence  of  water,  and  it  appears  that 
vegetable  hbre  is  specially  liable  to  form  this  gas.  It  is  formed 
in  marshes,  and  escapes  in  bubbles  when  the  mud  is  stirred  with 
a  stick.  Methane  appears  in  enormous  quantities  in  coal  seams, 
which  are  the  products  of  processes  of  decomposition  of  this  kind 
during  the  past  ages  of  our  globe.  It  is  contained  in  cavities, 
especially  in  cracks  and  clefts  in  the  enclosing  rocks ;  and  when 
one  of  these  gas  reservoirs  is  cut  into,  it  issues  forth  with  a 
hissing  noise,  and  is  called  a  "blower."    These  accumulations  of 
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gas  are  occasionally  so  enormous  that  the  blower  may  be  utilised 
as  a  source  of  gas  for  years  continuously,  Tlie  percentage  of 
methane  contained  in  the  gas  of  blowers  is  very  various : 
occasionally  the  blower  gives  off"  almost  pure  methane,  though 
the  gas  is  generally  mixed  with  carbonic  acid,  hydrogen,  and 
nitrogen.  The  greater  proportion  of  the  methane  contained 
in  coal  seams  fills  up  the  pores  of  the  coal  and  escapes  from 
working  faces  with  a  peculiar  crackling  noise  well  known  to 
the  miner. 

The  gas  pent  up  in  the  coal  is  often  under  a  very  considerable 
amount  of  pressure.  Boreholes  in  coal  have  given  off  gas  with  a 
pressure  of  even  30  atmospheres.  The  amoiuit  of  gas  in  coal 
varies  very  considerably.  Some  idea  of  the  amount  will  be 
realised  by  looking  at  the  quantities  extracted  from  mines  every 
day.  Even  with  a  coal  poor  in  gas,  the  quantity  is  often  1000 
cb.m.  (35,000  cubic  feet)  daily  and  more  ;  and  with  coal  rich  in  gas 
the  amount  may  be  25  times  as  great,  and  in  a  large  colliery 
even  50  times  as  great.  In  order  to  arrive  at  a  proper  con- 
ception of  such  an  enormous  amomat  of  combustible  gas,  it  may 
be  mentioned  that  the  total  amount  of  lighting  gas  produced 
daily  for  the  town  of  Munich  is  about  45,000  cb.m.  (1,600,000 
cubic  feet). 

In  the  abandoned  workings  of  many  mines,  the  so-called 
"  goaf/'  the  air  not  infrequently  contains  a  considerable  percentage 
of  methane,  which  in  this  case  arises  to  a  very  small  extent  only 
from  the  coal,  but  is  principally  due  to  the  decomposition  of  the 
old  supporting  timber. 

Methane  further  appears  in  large  quantities  as  a  product  of  the 
decomposition  of  animal  matter.  Thus  the  gas  springs  of  the 
petroleum  districts,  such  as  those  which  supply  the  holy  fire  of 
Baku,  consist  principally  of  methane ;  and  the  natural  gas  of 
Pennsylvania  contains  about  80  per  cent,  of  it.  In  exceptional 
cases  methane  is  found  enclosed  in  rock-salt,  and  even  in  pyrites 
and  zinc  blende. 

Methane  is  a  completely  colourless  and  inodorous  gas.  The 
peculiar  smell  of  the  methane  prepared  artificially,  and  occasion- 
ally of  the  natural  methane,  is  due  to  other  hydrocarbons  mixed 
with  it,  or  to  traces  of  sulphuretted  hydrogen.  Methane  is 
considerably  lighter  than  oxygen  and  nitrogen ;  its  specific 
gravity  is  0'553,  and  1  litre  under  normal  conditions  weighs 
0-715  gramme.  It  is  more  easily  liquefied  than  those  gases ; 
when  cooled  below  -  82°  C.  and  subjected  to  pressure  it  may  be 
converted  into  a  colourless  liquid,  which  boils  at  -  164°  C.  It  is 
only  slightly  soluble  in  water;  1  volume  of  water  can  dissolve 
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at  the  ordinary  temperature  of  dwelling-rooms  only  0-035  volume 
of  methane. 

From  a  chemical  point  of  view,  methane  is  the  simplest  repre- 
sentative of  the  so-called  saturated  hydrocarbon  group,  which 
have  the  composition  represented  by  the  general  formula  C„H„„,, 
It  consists  of  only  one  atom  of  carbon,  of  which  each  of  the  four 
bonds  IS  saturated  by  an  atom  of  hydrogen.  Like  all  the  other 
members  of  this  series,  it  has  a  very  slight  chemical  affinity  for 
other  elements  and  compounds.  From  this  fact  all  the  hydro- 
carbons formed  upon  the  type  of  methane  are  called  the 
'  paraffins "  (from  parum,  little,  and  affinis,  kindred),  although 
the  name  is  commonly  applied  only  to  the  higher  members  of 
the  series,  which,  at  ordinary  room  temperatures,  are  solid.  In 
consequence  of  this  chemical  indiflPerence  we  possess  no  absorbent 
for  methane. 

Methane  does  not  support  combustion,  but  is  itself  combustible. 
In  an  excess  of  air  it  burns  with  a  clear  blue  flame.  If  a  jet  of 
methane  issuing  from  a  pipe  is  ignited,  the  lower  part  of  the 
flame  is  bluish,  and  the  point  yellow.  The  combustion  takes 
place  according  to  the  formula — 

CH4-f202  =  C02  +  2H20. 

If  we  express  the  equation  according  to  volume,  we  have 
1  volume  of  methane  combined  with  2  volumes  of  oxygen 
forming  1  volume  of  carbonic  acid  and  2  volumes  of  aqueous 
vapour.  1  volume  of  methane  requires,  therefore,  for  complete 
combustion  2  volumes  of  oxygen  or,  roughly  speaking,  10 
volumes  of  air.  If  the  gas  has  been  previously  mixed* with 
oxygen  or  air  and  then  is  ignited,  the  mixture  explodes,  and 
the  violence  of  the  explosion  increases  as  the  proportion  of  the 
components  in  the  mixture  approaches  that  which  is  expressed  in 
the  equation.  This  fact  has  led  to  methane  being  called  "  fire- 
damp "  by  the  miner.  The  explosive  mixture  of  air  and  methane 
so  dreaded  by  the  miner  is  known  in  German  as  "  Schlagende 
Wetter"  or  " Schlagwetter."  Strictly  speaking,  these  terms 
should  be  applied  only  to  the  explosive  mixture  ;  but,  in  practice, 
they  mean  any  mixture  of  air  and  methane,  and  even  methane  or 
"fire-damp"  itself.  If  the  German  miner  speaks  of  so  many 
per  cent,  of  "Schlagwetter"  in  the  air,  he  means  so  many  per 
cent,  of  methane. 

Like  any  other  inflammable  gas,  a  mixture  of  methane  and  air 
requires  a  certain  temperature  to  bring  about  ignition.  The 
temperature  of  ignition  of  methane  is  about  740°  C.  (1364°  F.). 
If  the  flame  is  cooled  below  this  temperature  it  goes  out.    It  is 


14 


THE  CHEMICAL  INVESTIGATION  OF  MINE  AIR. 


upon  this  principle  that  the  construction  of  the  Davy  safety 
lamp  is  based.  In  this  lamp  the  flame  of  the  burner  is  sur- 
rounded by  a  hood  of  closely  woven  wire  gauze.  When  the 
lamp  is  brought  into  an  explosive  mixture  of  fire-damp,  the 
gases  pass  through  into  the  inside  of  the  lamp  and  take  (ire  at 
the  flame.  But  the  ignition  cannot  be  propagated  to  the  outside, 
because  when  the  flame  comes  in  contact  with  the  metallic  wires, 
which  are  good  conductors  of  heat,  it  is  so  cooled  down  that  it 
goes  out.  If  the  gases  continue  to  burn  inside  the  lamp,  so  much 
heat  may  be  evolved  that  the  wires  get  red  hot,  and  no  longer 
fulfil  their  office.  The  flame  may  then  be  driven  through, 
especially  in  a  strong  draught,  and  cause  an  explosion. 

A  mixture  of  fire-damp  and  air  has  the  maximum  explosive 
force  when  the  methane  reaches  the  proportion  of  9-38  per  cent. 
The  more  the  mixture  is  diluted  by  an  excess  of  air,  the  more  the 
explosive  action  is  diminished;  and  when  the  proportion  of 
methane  drops  below  6  per  cent,  the  mixture  will  no  longer 
explode.  The  space  between  two  neighbouring  molecules  of 
methane  has  then  become  so  great,  owing  to  the  interposition 
of  the  molecules  of  nitrogen  and  superfluous  oxygen,  that  the 
heat  generated  by  a  burning  molecule  of  methane  is  absorbed  by 
them,  and  no  longer  suflSces  to  ignite  the  next  molecule  of 
methane.  Thus  the  combustion  can  no  longer  be  propagated 
from  one  point  through  the  whole  mass.  This  effect  can  also  be 
brought  about  by  a  diminution  of  pressure,  the  influence  of 
which  is  exactly  the  same.  A  mixture  of  air  with  7-5  per  cent, 
of  methane,  which  explodes  with  violence  under  atmospheric 
pressure,  cannot  be  made  to  explode  if  the  pressure  is  reduced 
to  200  mm.  (8  inches)  of  mercury.  On  the  other  hand,  by 
increasing  the  pressure,  the  lower  exjilosive  limit  of  a  mixture 
of  methane  and  air  can  be  extended  considerably.  Consequently 
at  a  great  depth  air  containing  less  than  6  per  cent,  of  methane 
may  become  explosive. 

An  excess  of  methane  acts  like  an  excess  of  air.  As  the 
percentage  of  methane  is  increased  above  9-38,  the  combustion 
becomes  less  and  less  perfect;  and  a  mixture  containing  more 
than  15  per  cent,  of  methane  is  no  longer  explosive. 

Through  continued  application  of  heat  from  outside — for 
instance,  by  contact  with  red-hot  metal  or  a  flame— the  methane 
in  a  mixture  containing  a  small  proportion  of  this  gas  is  gradually 
consumed.  The  flame  undergoes  characteristic  changes  which 
serve  as  a  means  of  recognising  methane.  If  a  flame  is  burning 
in  air  containing  methane,  there  is  a  certain  zone  around  the  flame 
in  which  the  methane  burns,  and  the  greater  the  percentage  of 
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methane  and  the  hotter  the  flame,  the  broader  this  zone  becomes. 
Ihis  zone  of  combustion  appears  to  the  eye  as  a  bluish  cone  of 
light,  the  so-called  "cap";  and  this  cap  becomes  more  and  more 
distinct  as  the  illuminating  power  of  the  flame  decreases.  A  cap 
also  appears  when  other  combustible  gases  are  present,  but  as 
this  is  very  rarely  the  case  in  mine  air,  and  as  the  quantity  of 
such  gases,  if  they  do  exist  in  mine  air,  is  extremely  small  in 
comparison  with  that  of  the  methane,  it  is  safe  to  conclude  from 
the  cap  that  methane  is  present;  and  after  a  little  practice  it 
is  possible  to  infer,  from  the  size  and  form  of  the  cap,  the  approxi- 
mate percentage  of  the  methane.  It  is  a  lucky  coincidence  that 
the  miners  inseparable  companion,  his  lamp,  calls  his  attention 
to  his  most  dangerous  enemy,  viz.  fire-damp. 

The  various  lamps  of  different  constructions  do  not  all  indicate 
the  presence  of  fire-damp  equally  well.  With  WolflF's  benzine 
lamp,  when  the  flame  is  made  as  small  as  possible  by  drawing 
down  the  wick,  2  per  cent,  of  methane  may  be  recognised  with 
certainty,  and  a  practised  observer  will  be  able  to  notice  a  chano-e 
m  the  flame  with  a  still  smaller  percentage.  However,  below°2 
per  cent,  the  indications  are  not  trustworthy.  With  5  per  cent 
the  point  of  the  cap  reaches  the  top  of  the  gauze  and  makes  it 
red  hot.  If  the  percentage  of  methane  is  increased  to  7  per 
cent.,  the  lamp  goes  out. 

The  endeavour  to  procure  a  lamp  as  sensitive  to  methane  as 
possible,  and  especially  one  capable  of  indicating  the  presence 
ot  the  gas  even  when  its  percentage  is  less  than  2,  has  led  to 
the  construction  of  quite  a  number  of  so-called  indicator  lamps 
of  which  the  best  known  is  Pieler's  alcohol  lamp.  In  the  mean- 
time no  one  of  them  has  come  into  ordinary  use.i 

Still  less  success  has  attended  the  various  fire-damp  indicators 
intended  to  indicate  automatically  when  the  proportion  of 
methane  in  the  air  exceeds  a  certain  limit,  their  action  depending 
either  upon  the  greater  speed  with  which  methane  diflTuses  com- 
pared with  air,  or  upon  its  lower  specific  gravity. 

For  making  quantitative  determinations  of  methane,  advantage 
IS  taken  of  its  property  of  burning  completely  in  air,  with  fol-- 
mation  of  carbonic  acid  and  aqueous  vapour.  As  the  combination 
takes  place  accordmg  to  well-defined  volumetric  proportions  and 
1  volume  of  methane  combines  with  2  volumes  of  oxygen  to 
make  1  volume  of  carbonic  acid  and  2  volumes  of  aqueous 
vapour,  the  quantity  of  methane  may  be  determined  either  bv 
the  diminution  in  volume  after  combustion  or  from  the  quantity 

Jn^nn'?  'i  """^  Chesneau's  modification  of  the  Pieler  lamn 

18  in  actual  use  at  every  fiery  colliery  in  France.  -Translator  ^ 
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of  carbonic  acid  formed,  which  is  equal  to  the  original  volume 
of  methane. 

In  the  first  case,  as  the  aqueous  vapour  condenses  into  water, 
3  volumes  of  the  mixture  of  methane  and  oxygen  give  1  volume 
of  carbonic  acid ;  and  the  volume  of  methane  originally  present 
is  consequently  equal  to  half  the  diminution  of  volume  which 
takes  place.  After  the  combustion  the  carbonic  acid  can  be 
absorbed  by  means  of  caustic  potash  solution.  Three  volumes 
in  all  have  then  disappeared,  and  the  methane  is  equal  to  one- 
third  of  the  diminution  of  volume. 

The  amount  of  carbonic  acid  formed  can  be  measured  far  more 
exactly  than  is  possible  from  these  differences  of  volume  by  a 
method  to  be  described  later  on.  This  more  exact  method  is 
consequently  specially  fitted  for  the  determination  of  smaller 
quantities  of  methane. 

From  a  physiological  point  of  view  methane  is  absolutely 
indifferent,  like  nitrogen,  its  action  when  present  in  the  air  being 
solely  that  of  a  diluent  of  the  oxygen.  So  long  as  there  is  enough 
oxygen  to  support  respiration,  very  considerable  quantities  of 
methane  can  be  supported  without  difficulty. 

Methane  is  obtained  artificially  by  exposing  organic  bodies,  and 
especially  coal,  to  the  action  of  strong  heat  with  exclusion  of  air, 
or,  as  the  chemist  expresses  it,  by  subjecting  these  substances  to 
dry  distillation.  Consequently  methane,  together  with  hydrogen 
and  carbonic  oxide,  forms  a  main  constituent  of  lighting  gas,  the 
illuminating  power  of  which  depends  upon  the  simultaneous 
presence  of  unsaturated  hydrocarbons.  It  is  upon  this  production 
of  methane  and  other  combustible  gases  that  depends  the 
dangerous  co-operation  of  coal  dust  in  fire-damp  explosions. 
That  coal  dust  takes  part  in  fire-damp  explosions  and  increases 
their  force  was  already  recognised  in  1844  by  Faraday  and  Lyell. 
Recent  investigations  have  shown  that  the  presence  of  coal  dust 
in  mixtures  of  air  and  fire-damp  containing  decidedly  less  than  the 
explosive  limit  of  6  per  cent,  will  render  it  explosive,  so  that 
even  2  per  cent,  of  methane  will  become  dangerous  under  these 
circumstances.  It  has  even  been  proved  that  the  dust  of  certain 
kinds  of  coal,  especially  the  bituminous  coals  rich  in  gas,  may  be 
the  cause  of  explosions  when  methane  is  completely  absent. 

An  explosion  of  coal  dust  and  air  alone  cannot  be  started  by 
the  flame  of  an  open  light,  but  it  may  be  started  by  a  blown-out 
shot  fired  with  gunpowder,  or  by  an  explosion  of  fire-damp  in- 
dependent of  the  dust.  In  this  manner  it  is  possible  for  dust  to 
propagate  for  long  distances  a  fire-damp  explosion  which  otherwise 
would  remain  strictly  local,  and  to  increase  its  violence  tenfold. 
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The  chemical  action  which  takes  place  in  these  explosions, 
whether  started  by  a  purely  dust  explosion  or  a  mixed  explosion^ 
IS  this :  The  heat  evolved  by  a  primary  gas  explosion,  or  by  a 
blown-out  shot,  distils  the  fine  particles  of  dust  floating  in  the 
air  and  produces  gases.  With  the  adjacent  air  these  form  ex^ 
plosive  mixtures  which  ignite  at  the  flame,  causing  the  evolution 
of  more  heat,  which  distils  more  gas  out  of  the  neighbouring 
particles  of  coal,  and  so  the  explosion  is  propagated  further 
and  further. 

Whilst  the  possibility  of  a  purely  dust  explosion  is  bound  up 
with  the  presence  of  certain  kinds  of  coal,  and  whilst,  on  the  other 
hand,  a  comparatively  high  percentage  of  methane  is  necessary  in 
order  to  form  an  explosive  mixture  with  air,  such  as  in  most 
mines  must  be  regarded  as  an  exception,  coal  dust  and  methane 
co-operate  ;  and  it  is  therefore  possible  for  explosive  conditions  to 
arise  in  almost  any  colliery,  for  no  colliery  is  absolutely  free 
from  fire  damp,  and  there  is  everywhere  the  opportunity  for  coal 
dust  to  be  formed.  The  recognition  of  the  part  played  by  coal 
dust  in  colliery  catastrophes  has  had  the  effect  of  teaching  that 
proper  attention  must  be  paid  even  to  small  percentages  of 
fire-damp. 

The  chemical  examination  of  the  gases  of  various  blowers  has 
led  to  the  supposition  that  mine  gas  contains,  in  addition  to 
methane,  higher  hydrocarbons,  such  as  ethane  (CgHg),  propane 
(CgHg),  etc.;  but  up  to  the  present  time  not  one  of  them  has 
been  recognised  with  certainty.  But  even  if  small  quantities  of 
one  or  other  of  these  gases  are  mixed  with  the  methane,  it  is  of 
no  importance  if  they  are  determined  as  methane.  The  percentage 
of  methane,  in  consequence  of  the  higher  percentage  of  carbon 
in  these  gases,  would  of  course  be  a  little  too  high,  but  this  error 
would  be  counterbalanced  by  the  fact  that  the  maximum 
explosive  force  of  mixtures  of  the  higher  hydrocarbons  with  air 
occurs  with  a  much  smaller  percentage;  for  instance,  in  the  case 
of  ethane,  with  only  5-6  per  cent.  If,  therefore,  the  percentage 
IS  m  reality  somewhat  lower  than  indicated  by  the  analysis,  the 
error  is  compensated,  as  far  as  the  practical  inference  is  concerned, 
by  the  correspondingly  easier  inflammability. 

4.  Carbonic  Acid. 

Carbonic  acid  is  the  chief  product  of  the  oxidation  of  substances 
containing  carbon,  and  is  formed  wherever  such  substances  are 
t?urnt  in  an  excess  of  air.    But  the  regular  combustion  process  is 
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not  the  only  source  of  the  gas;  it  is  also  produced  by  imper- 
ceptible oxidation,  by  the  process  of  respiration  in  animals,  and 
by  the  decomposition  of  organic  substances.  The  expired  air  of  a 
man  contains  about  4  per  cent,  of  carbonic  acid  ;  a  grown  man 
produces  in  twenty-fo\u-  hours  about  1  kilogramme  (2-2  lbs.)  of  it. 
When  we  remember  that  the  1500  million  inhabitants  of  the 
earth  expire  yearly  about  500  million  tons  of  carbonic  acid,  that 
the  animal  world  takes  perhaps  an  equal  share  in  the  production 
of  the  gas,  and  that  finally  the  total  amount  of  coal,  amounting  to 
700  million  tons  yearly,  is  all  burnt  to  carbonic  acid,  the  weight 
of  which  amounts  to  about  2|  times  that  of  the  coal,  it  might  be 
supposed  that  the  percentage  of  this  gas  in  our  atmosphere  must 
gradually  be  getting  larger  and  larger.  But  in  spite  of  the 
enormously  increased  consumption  of  coal  in  the  last  decade, 
no  increase  in  the  average  percentage  of  carbonic  acid  in  our 
atmosphere  has  been  observed ;  indeed,  the  actual  percentage, 
0-03  per  cent,  by  volume,  remains  extraordinarily  constant.  The 
cause  of  this  phenomenon  is  the  same  as  that  which  renders  the 
percentage  of  oxygen  constant,  namely,  the  consumption  of 
carbonic  acid  by  plants,  which  extract  the  carbon  which  they 
require  for  their  growth,  and  exhale  oxygen.  But  even  if  this 
consumption  of  carbonic  acid  by  the  vegetable  world  did  not 
take  place,  the  yearly  increase  in  the  percentage  of  carbonic  acid 
in  the  atmosphere  would  be  so  imperceptibly  small,  that  it  could 
not  be  determined  by  our  most  delicate  analytical  methods. 

The  conditions  in  a  coal-mine  are  quite  different :  here  there  is 
no  consumption  of  carbonic  acid.  On  the  contrary,  it  is  being 
produced;  and  this  production  is  so  great  in  proportion  to  the 
quantity  of  air  passing  through  the  workings,  that  the  percentage 
of  carbonic  acid  in  the  return  air  is  often  ten  times  as  much  as 
that  of  the  air  entering  the  mine,  and  under  unfavourable 
circumstances  the  proportion  may  even  rise  to  several  per  cent. 
The  increase  in  the  percentage  of  carbonic  acid  in  mine  air  is  but 
very  slightly  due  to  the  breathing  of  the  workmen  and  the 
burning  of  the  lamps.  The  greater  part  of  the  carbonic  acid  is 
given  off  by  the  coal,  in  the  pores  of  which  it  has  been  locked  up, 
just  like  the  methane,  as  a  product  of  the  carbonisation  of  plants ; 
and,  as  a  rule,  it  is  in  greater  quantity  than  the  methane.  In 
contradistinction  to  this  carbonic  acid  already  contained  in  the 
coal,  fresh  quantities  of  it  are  continually  being  formed  by  the 
oxidation  of  the  coal  in  contact  with  atmospheric  air.  Whilst 
the  percentage  of  methane  in  the  air  is  very  variable,  in  spite  of 
the  amount  of  work  done  underground  remaining  the  same,  the 
carbonic  acid  is  given  off  far  more  regularly  from  the  coal,  and 
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with  the  normal  amount  of  ventilation  its  percentage  in  the 
air  does  not  undergo  great  variations.  Consequently,  regular 
determinations  of  the  percentage  of  carbonic  acid  in  the  return 
air  form  a  useful  means  of  checking  the  work  of  the  ventilatino- 
appliances.  ^ 

As  a  rule,  the  amount  of  carbonic  acid  in  the  gas  of  "  blowers  " 
is  small ;  it  is  only  in  exceptional  cases  that  they  contain  a  fair 
percentage  of  it.  Large  quantities,  however,  of  carbonic  acid 
are  formed  by  explosions  of  fire-damp  and  underground  fires,  so 
that  after-damp  and  the  gases  from  fires  often  contain  a  very 
high  percentage.  In  the  goaf  it  arises  in  considerable  quantity 
from  the  rotting  of  mine  timber.  Accumulations  of  carbonic  acid 
of  this  kind  collect  on  the  ground,  on  account  of  the  high  specific 
gravity  of  the  gas,  and  are  therefore  sometimes  called  "heavy 
air  "  by  the  miner. 

Carbonic  acid  is  a  colourless  and  inodorous  gas,  which  produces 
a  peculiar  pricking  sensation  in  the  mucous  membrane  of  the 
nose,  and  possesses  a  slightly  acid  taste,  especially  evident  when 
it  is  dissolved  in  water.  The  gas  is  decidedly  more  soluble  than 
oxygen,  nitrogen,  or  methane,  and  especially  so  in  water.  At 
0°  C.  water  absorbs  twice  its  volume  of  carbonic  acid  ;  at  the 
ordinary  temperature  of  rooms,  about  its  own  volume ;  and  at 
blood  temperature,  half  its  volume.  On  being  warmed,  the  gas 
dissolved  in  the  water  escapes ;  but  it  takes  prolonged  boilino-  to 
drive  off  the  whole  of  it.  f       ^  ^ 

From  a  physical  point  of  view  carbonic  acid  is  distinguished  by 
Its  high  specific  gravity  of  1-520.  One  litre  of  the  gas  at  0"  C. 
and  760  mm.  pressure  weighs  1-965  grammes.  It  is  hquefied 
with  comparative  ease,  and  at  0°  C.  a  pressure  of  36  atmospheres 
suffices  to  liquefy  it.  The  critical  temperature  of  carbonic  acid 
IS  about  -1-31°.  If  liquefied  carbonic  acid,  which  is  supplied 
commercially  in  steel  bottles,  is  allowed  to  escape  freely,  it  is  so 
much  cooled  down  by  the  evaporation  of  a  part  of  it  that  the 
remainder  solidifies  into  a  snow-like  body,  which  passes  directly 
from  the  solid  into  the  gaseous  state,  as  the  boiling-point  of 
carbonic  acid  is  decidedly  lower  than  the  melting-point  viz 
-  78"  C,  whilst  the  latter  is  -  57°  C.  ^  ' 

As  carbonic  acid  is  the  final  product  of  combustion,  it  is  neither 
combustible  nor  capable  of  supporting  combustion.  When  mixed 
in  large  quantities  with  air,  its  eff-ect  upon  the  human  organism 
is  not  only  that  produced  by  lowering  the  percentage  of  oxygen 
but  It  18  also  directly  poisonous,  and  by  its  partial  pressure  in 
the  lungs  It  hinders  the  giving  off  of  carbonic  acid  by  the  blood 
When  the  percentage  of  the  carbonic  acid  in  air  reaches  from 
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3  to  4,  a  difficulty  of  breathing  sets  in  :  with  6  per  cent.,  palpi- 
tation of  the  heart  and  headache:  with  11  per  cent.,  unconscious- 
ness. Death,  however,  does  not  ensue  until  the  person  has 
remained  some  hours  in  an  atmosphere  of  this  kind.  If  taken 
out  in  time  he  can  be  restoi'ed  to  consciousness  by  breathing  fresh 
air,  or,  better  still,  pure  oxygen.  Unconsciousness  brought  about 
by  breathing  carbonic  acid  is  therefore  far  less  dangerous  than 
tliat  due  to  deficiency  of  oxygen,  which  rapidly  becomes  fatal. 
As  the  carbonic  acid,  in  consequence  of  its  high  specific  gravity, 
collects  on  the  ground,^  a  man  standing  upright  may  often  go  on 
quietly  breathing  the  upper-layers  of  air,  which  are  poor  in  carbonic 
acid,  whilst  smaller  animals  such  as  dogs  become  unconscious, 
and  a  light  goes  out  when  carried  low  down. 

The  chemical  properties  of  the  gas  are  indicated  by  its  character 
as  an  acid.  Strictly  speaking,  the  so-called  carbonic  acid  is  an 
anhydride,  and  would  be  more  correctly  designated  as  carbonic 
anhydride  or  carbon  dioxide,  from  the  unstable  hydrate  of  which 
the  salts  called  carbonates  are  formed.  These  are  produced  by 
the  action  of  carbon  dioxide  upon  bases,  and  especially  upon  their 
solutions  in  water.  Carbonic  acid  combines  most  readily  with  the 
hydroxides  of  the  alkalis  and  alkaline  earths ;  for  instance — 

2K0H  +  CO2  =  K2CO3  +  H2O. 

Ba(0H)2  +  CO2  =  BaCOg  +  HgO. 

We  therefore  possess  in  the  aqueous  solutions  of  potassium 
hydroxide  (caustic  potash  solution)  and  barium  hydroxide  (baryta 
water)  excellent  absorbents  for  the  gas.  Whilst  the  potassium 
carbonate  formed  remains  dissolved  in  the  water,  the  barium 
carbonate  separates  out  as  a  white,  flocculent  precipitate.  Even  a. 
gas-mixture  extremely  poor  in  carbonic  acid  causes  a  white 
cloudiness  when  shaken  up  with  baryta  water.  Baryta  water  is, 
therefore,  not  only  a  good  absorbent,  but  also  an  excellent 
qualitative  reagent  for  carbonic  acid.  Stronger  acids  decompose 
the  carbonates  with  evolution  of  carbon  dioxide. 


5.  Carbonic  Oxide. 

Whilst  carbonic  acid  is  the  product  of  complete  combustion  of 
carbon,  carbonic  oxide  (or  carbon  monoxide)  is  formed  by  its  in- 

^  It  must  not  be  supposed  that  when  once  diffused  through  the  atmosphere 
the  carbonic  acid  drops  out ;  the  falling  to  the  floor  occurs  wheu  the  gas  is 
produced,  or  issues  out  in  a  fairly  concentrated  state.  The  warm  air  laden  with 
COj  from  breathing  or  burning  will  keep  at  the  top  of  a  rise. — Tkanslatok. 
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complete  combustion.  It  is  nowhere  found  in  nature,^  but  it  is 
produced  wherever  carbonaceous  substances  are  burnt  with  an 
insuflicient  quantity  of  air,  or  when  carbonic  acid  comes  in 
contact  with  red-hot  coal,  which  takes  from  it  one  part  of  its 
oxygen.  These  two  processes  of  formation  take  place  according 
to  the  following  chemical  equations : — 

2C  + 02  =  200. 
C02  +  C  =  2CO. 

The  formation  of  carbonic  oxide  in  the  second  way  may  be 
observed  in  every  fireplace.  The  tongues  of  blue  flame  on  the 
surface  of  the  red-hot  coal  are  due  to  burning  carbonic  oxide; 
the  carbonic  acid  produced  in  the  excess  of  air  in  the  lower  part 
of  the  fireplace  is  reduced  to  carbonic  oxide  as  it  passes  through 
the  upper  layer  of  red-hot  coal.  It  is  likewise  formed  by  the  dry 
distillation  of  coal,  and  is  consequently  an  integral  constituent  of 
illuminating  gas,  which  may  contain  as  much  as  10  per  cent,  of  it. 

It  has  never  been  proved  with  certainty  that  carbonic  oxide  is 
a  normal  constituent  of  mine  gas.  It  is  found,  however,  in  the 
gases  from  underground  fires,  as  indeed  in  all  smoke,  and  its 
percentage  increases  in  proportion  as  the  amount  of  fresh  air 
supplied  to  the  fire  decreases.  It  also  forms  a  constituent  of  the 
after-damp  produced  by  an  explosion  of  fire-damp,  when  the  per- 
centage of  methane  exceeds  9-5,  because  then  the  proportion  of 
air  no  longer  suffices  for  the  complete  combustion  of  the 
methane.  Such  explosions  are  very  rare,  and  in  spite  of 
this  carbonic  oxide  is  an  almost  invariable  constituent  of  after- 
damp, because  coal  dust  has  taken  part  in  the  explosion.  In 
a  case  of  this  kind  the  carbonic  oxide  may  have  arisen  either 
from  the  dry  distillation  of  particles  of  coal,  in  consequence  of  the 
heat  evolved  by  the  combustion  of  the  gas,  or  by  the  incomplete 
combustion  of  the  distillation  products  so  generated. 

Carbonic  oxide  is  a  colourless  and  inodorous  gas  with  a  specific 
gravity  of  0-967;  1  litre  of  it  under  normal  conditions  weighs 
1  -25 1  grammes.  It  is  much  less  easily  liquefied  than  carbonic  acid. 
Its  critical  temperature  is  about  -139'5°C.,  below  which  it  is 
converted  by  pressure  into  a  colourless  liquid  which  boils  at  -  190°. 
If  the  temperature  is  lowered  to  -  207°,  it  solidifies  into  a 
transparent  substance.  Carbonic  oxide  will  not  support  com- 
bustion, but  itself  burns  with  a  pale  blue  flame  to  carbonic  acid 
and  with  great  development  of  heat. 

200  +  0^  =  2002. 

1  Cf.  pp.  132,  170. 
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It  constitutes  a  main  ingredient  of  the  so-called  producer  gas, 
which  is  formed  by  the  incomplete  combustion  of  coal  in  a  special 
furnace,  the  producer. 

Two  volumes  of  carbonic  oxide  require  for  complete  combustion 
1  volume  of  oxygen  or  5  volumes  of  air.  Mixed  with  oxygen  or 
air,  it  forms  explosive  mixtures,  which  can  be  ignited  even  by  a 
red-hot  wire. 

At  the  ordinary  temperature  carbonic  oxide  exhibits  few  active 
chemical  properties.  It  combines  neither  with  bases  nor  with 
acids,  and  has  but  little  affinity  for  other  substances.  It  is 
absorbed  by  the  solutions  of  certain  salts  with  formation  of  un- 
stable compounds.  The  best  absorbent  is  cuprous  chloride, 
which  is  employed  dissolved  either  in  hydrochloric  acid  or 
ammonia.  One  molecule  of  cuprous  chloride  is  capable  of  com- 
bining with  one  molecule  of  carbonic  oxide,  as  shown  by  the 
following  equation  : — 

Cu2Cl2  4-CO  =  Cu2Cl2CO. 

Carbonic  oxide  is  extremely  poisonous.  It  has  an  extra- 
ordinarily strong  affinity  for  the  haemoglobin  of  the  blood,  with 
which  it  combines  to  form  carbonic  oxide  htemoglobin,  which 
imparts  to  the  blood  a  striking  bright  red  colour.  Blood  con- 
taining carbonic  oxide  gives  a  spectrum  with  very  characteristic 
absorption  bands ;  these  may  be  employed  as  a  means  of  detecting 
the  carbonic  oxide  if  diluted  blood  saturated  with  the  gas  under 
investigation  is  tested  spectroscopically.  As  the  affinity  of 
carbonic  oxide  for  haemoglobin  is  250  times  as  great  as  that 
of  oxygen,  the  blood  becomes  saturated  very  quickly,  even  if  the 
air  contains  only  a  small  percentage  of  carbonic  oxide.  The 
blood  is  then  no  longer  able  to  take  up  any  more  oxygen,  and  the 
person  dies  of  suffocation.  "When  an  atmosphere  contains  only 
about  0"1  per  cent.,  the  carbonic  oxide  and  oxygen  enter  into  a 
state  of  equilibrium  in  the  blood,  and  persons  suffer  from 
headache  and  loss  of  power  in  the  limbs,  but  do  not  lose 
consciousness  completely.  Even  after  persons  have  been  a  long 
time  in  an  atmosphere  of  this  kind,  they  still  may  be  rescued  if 
they  are  made  to  breathe  fresh  air  or,  better  still,  pure  oxygen, 
in  order  to  enable  the  blood  to  free  itself  of  the  gas.  If  the 
atmosphere  contains  a  high  percentage  of  carbonic  oxide,  the 
blood  becomes  very  quickly  saturated  with  it,  and  death  ensues. 
The  highest  allowable  limit  for  carbonic  oxide  in  the  air  is  0*05 
per  cent.  Unfortunately,  at  the  present  time  we  possess  no 
reliable,  practical  method  of  determining  such  small  proportions 
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of  the  gas,  especially  when  other  combustible  hydrocarbons,  such 
as  methane,  are  present.^ 

Haldane  proposes  as  a  protection  against  possible  poisoning  by 
carbonic  oxide,  when  penetrating  into  after-damp  or  gases  from 
underground  fires,  that  a  live  mouse  should  be  carried  in  a  cage, 
as  it  will  show  symptoms  of  poisoning  much  sooner  than  a  man 
(see  pp.  147,  174). 

6,  Hydl-ogen. 

Hydrogen  rarely  occurs  in  nature  in  the  free  state.  The  gas 
is  formed  by  the  decomposition  of  organic  matter  without  access 
of  air ;  it  is  also  to  be  found  in  fairly  large  quantities,  mixed  with 
methane  and  other  hydrocarbons,  in  the  natural  gas  of  petroleum 
districts.  It  further  occurs  included  in  rock-salt  and  in  the 
potassium  salt  carnallite.  It  is  rarely  found  in  coal,  but  has  been 
identified  as  a  constituent  of  many  blowers. 

Large  quantities  of  hydrogen  are  formed  by  the  dry  distillation 
of  coal — nearly  one-half  of  illuminating  gas  is  hydrogen — so  the 
gas  may  occur  in  the  after-damp  of  coal-dust  explosions. 

Hydrogen  is  specifically  the  lightest  substance  upon  the  earth. 
It  is  a  colourless  and  inodorous  gas  with  a  specific  gravity  of 
0"069  ;  1  litre  of  it  under  normal  conditions  weighs  only  0"0895 
gramme.  When  ignited  in  air  it  burns  with  a  blue  flame,  producing 
steam,  and  develops  an  extraordinary  amount  of  heat.  Mixed 
with  air  or  oxygen,  hydrogen  forms  a  very  explosive  mixture,  the 
so-called  detonating  gas,  which  ignites  at  a  temperature  of  550°  C, 
or  considerably  lower  than  does  a  mixture  of  methane  and  air. 
The  combination  of  the  hydrogen  and  oxygen  takes  place  accord- 
ing to  the  equation — 

2H2-f02=2H20; 

or,  expressed  in  volumes :  2  volumes  of  hydrogen  combine  with 
1  volirme  of  oxygen  and  form  2  volumes  of  aqueous  vapour. 

As  we  do  not  possess  any  convenient  absorbent  for  hydrogen,  it 
is  determined  by  the  combustion  method ;  we  measure  the  contrac- 
tion in  volume  which  a  mixture  containing  hydrogen  undergoes 
when  burnt  in  an  excess  of  oxygen.  As  the  aqueous  vapour  con- 
denses into  liquid,  its  volume  practically  disappears,  and  therefore, 
according  to  the  above  equation,  the  volume  of  the  hydrogen  will 
be  equal  to  two-thirds  of  the  contraction  which  takes  place. 

The  combination  of  the  two  gases  can  be  brought  about  by  an 
electric  spark ;  but  as  other  combustible  gases,  such  as  methaiie, 

1  See  also  pp.  116  and  147. 
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Avill  combine  with  oxygen,  advantage  is  taken,  when  determiniiig 
hydrogen,  of  the  property  of  certain  metals  in  a  finely  divided 
state  of  bringing  about  the  combination  of  oxygen  and  hydrogen 
at  a  temperature  far  below  red  heat.  Palladium  is  usuallV 
employed. 

From  a  physiological  point  of  view  hydrogen  is  completely 
indifferent,  like  nitrogen  and  methane. 


7.  Sulphuretted  Hydrogen. 

Sulphuretted  hydrogen  occurs  in  nature  in  the  free  state  as  a 
constituent  of'the  gas  emitted  by  many  springs,  and  it  is  like- 
wise found  dissolved  in  mineral  waters.  It  is  formed  by  the 
decomposition  of  organic  substances  containing  sulphur,  especially 
animal  and  vegetable  albumen,  for  which  reason  it  is  found  among 
the  gases  occurring  in  coal.  Occasionally  it  is  noticed  in  very 
small  quantity  in  gases  given  off  by  blowers,  imparting  to  them 
a  peculiar  smell.  It  may  also  occur  in  coal  as  a  secondary  pro- 
duct from  the  action  of  carbonic  acid  upon  easily  decomposable 
metallic  sulphides. 

Sulphuretted  hydrogen  betrays  itself  even  in  very  small  quan- 
tities by  its  characteristic  smell  of  rotten  eggs.  The  colourless 
gas  has  a  specific  gravity  of  1-18,  and  1  Htre  weighs  1-52 
grammes.  It  is  unable  to  support  combustion,  but  burns  when 
ignited  in  air  with  a  pale  blue  flame,  producing  sulphur  dioxide 
and  aqueous  vapour. 

2H2S-f302  =  2S02-1-2H20. 

If  the  supply  of  air  is  too  small,  or  if  the  air  is  strongly  diluted 
with  indifferent  gases,  only  the  hydrogen  burns,  whilst  the  sul- 
phur separates  in  a  finely  divided  state. 

2H2S-h02  =  2S-f  2H2O. 

Sulphuretted  hydrogen  has  a  great  affinity  for  the  metals,  and 
forms  the  so-called  sulphides.  Those  of  the  light  metals  are 
easily  decomposed,  whilst  those  of  the  heavy  metals  are  mostly 
stable  in  character.  If  a  strip  of  paper  is  dipped  in  a  solution  of 
acetate  of  lead  and  allowed  to  dry,  it  forms  an  extremely  delicate 
reagent  for  sulphuretted  hydrogen,  as  the  paper  becomes  brown 
if  even  traces  of  the  gas  are  present,  owing  to  the  formation  of 
lead  sulphide.  Potash  solution  absorbs  sulphuretted  hydrogen ' 
rapidly,  with  formation  of  soluble  potassium  sulphide. 

Sulphuretted  hydrogen  is  a  very  poisonous  gas  ;  if  breathed  in 
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large  quantity,  it  first  of  all  deadens  the  sense  of  smell  and  then 
causes  unconsciousness,  which  passes  over  into  death  unless  the 
person  is  quickly  brought  into  fresh  air. 

If  fire-damp  contains  sulphuretted  hydrogen,  the  after-damp 
will  contain  the  product  of  its  combustion,  sulphur  dioxide,  easily 
recognisable  by  its  characteristic  pungent  smell. 


8.  Aqueous  Vapour. 

Aqueous  vapour  is  always  present  in  atinospheric  air ;  its 
quantity  is  very  variable,  and  is  influenced  by  several  factors, 
especially  by  the  temperature.  For  each  degree  of  temperature 
air  can  take  up  a  certain  maximum  amount  of  moisture,  the 
quantity  of  which  can  easily  be  reckoned  from  the  tension  of 
aqueous  vapour  at  the  temperature  in  question. 

Let /be  the  tension  of  the  aqueoiis  vapour  at  the  temperature 
f,  B  the  height  of  the  barometer,  expressed  in  millimetres  of 
mercury :  then 

^^/=  percentage  of  aqueous  vapour  by  volume. 
B 

For  instance,  let  ^  =  8°  and  B  =  760  mm.  In  the  case  of  complete 
saturation  the  quantity  of  aqueous  vapour  is 

100  X  8-01    ,  „^  ,  ,  , 

— ^^-^  =1-05  per  cent,  by  volume. 

In  reality  this  complete  saturation  is  rarely  reached. 

The  absolute  amount  of  moisture  in  the  air  can  be  most 
correctly  determined  by  passing  a  measured  volume  of  air  over  a 
suitable  absorbent  for  water,  such  as  dry  chloride  of  calcium  con- 
tained in  a  tube  which  is  weighed  before  and  after.  The  increase 
in  weight  gives  the  amount  of  water.  In  practice,  it  is  usual 
merely  to  determine  by  means  of  the  hygrometer  the  relative 
amount  of  moisture,  that  is  to  say,  the  proportion  between  the 
amount  actually  present  and  the  highest  possible  amount  at  the 
temperature  in  question.  If  the  relative  amount  of  moisture  is 
X  per  cent.,  then  the  actual  amount  of  moisture  W  is  deduced 
very  simply  from  the  equation — 

W  =  ^. 
B 

The  amount  of  moisture  in  the  air  underground  is  almost  always 
greater  than  in  the  air  above  ground,  and  in  many  collieries  very 
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nearly  reaches  the  point  of  saturution.  If  the  temperature  of  the 
workings  is  high,  the  percentage  of  aqueous  vapour  is  often  very 
considerable.  At  a  temperature  of  30°  C.  (86°  F.),  and  with  the 
barometer  at  770  mm.  (30-3  in.),  the  moisture,  supposing  the  air 
to  be  completely  saturated,  would  amount  to 

100  X  31-6 

—  =  4"10  per  cent. 

A  handy  rule  to  remember  is,  that  the  tension  of  the  aqueous 
vapour  expressed  in  millimetres  of  mercury  at  a  given  tempera- 
ture is  almost  identical  with  the  number  of  grammes  of  aqueous 
vapour  which  1  cubic  metre  of  air  will  contain  when  completely 
saturated. 


II.  TAKING  THE  SAMPLES. 

The  first  operation  in  performing  an  air  analysis  is  to  take  a 
sample.  The  place  in  the  mine  where  the  sample  has  to  be 
taken  depends,  first  of  all,  upon  the  object  in  view  in  the  special 
case  under  consideration.  It  must  here  always  be  remembered 
that,  in  consequence  of  the  very  different  specific  gravities  of  the 
gases— methane  is  only  about  half  as  heavy  as  air  and  one-third 
as  heavy  as  carbonic  acid — there  may  be  various  layers  of  air  at 
one  and  the  same  spot  with  very  different  percentages  of  some 
given  gas,  and  that  air-currents  may  run  along  the  same  air-way 
for  considerable  distances  without  mixing  with  one  another  com- 
pletely. The  sample  must  always  be  taken  underground  :  taking 
a  sample  from  pipes  at  the  surface  is  untrustworthy,  because  it 
is  scarcely  possible  to  keep  them  absolutely  tight  and  avoid  some 
admixture  of  atmospheric  air  by  difi'usion.  The  value  of  an 
analysis  of  mine  air  will  increase  in  proportion  as  the  composition 
of  the  sample  approaches  the  actual  average  of  the  air-current 
passing  the  place  in  question  within  a  certain  time.  It  may 
therefore  under  certain  circumstances  appear  desirable  to  spread 
the  taking  of  the  sample  over  a  considerable  time,  in  order  to 
attain  this  object  as  far  as  possible. 

Taking  the  sample  is  usually  a  very  simple  operation.  It  is 
performed  by  filling  the  vessel  intended  for  the  sample  with 
clean  water,  and  then  emptying  it  at  the  place  whence  a  sample 
is  required.  The  vessel  becomes  filled  with  air  and  is  then 
carefully  closed.    It  is  best  if  the  sample  can  be  taken  in  the 
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Fig.  1.— Sampling  Flask. 


actual  vessel  intended  for  measuring  it  or  absoi'bing  it,  for  then 
there  is  no  chance  of  the  mixture  being  in  any  way  altered  by 
the  transfer  into  another  vessel.  This  plan  is  often  adopted  if 
the  sample  is  taken  for  the  purpose  of  determining  the  percent- 
age of  carbonic  acid  or  methane.  For  this  purpose  a  strong 
conical  glass  flask  (fig.  1)  is  employed;  a  mark  is  made  round 
the  neck,  and  the  contents  up  to 
this  mark  are  determined  exactly 
by  weighing  it  very  carefully  when 
full  of  water.  The  number  denoting 
the  contents  is  then  scratched  upon 
the  flask.  A  flask  of  this  descrip- 
tion is  filled  with  water  at  the 
surface ;  it  is  best  to  use  the  con- 
densed water  of  a  steam  engine, 
free  from  oil.  The  flask  is  then 
closed  with  a  soft  india-rubber  cork 
with  two  holes,  each  of  which  is 
closed  by  a  piece  of  thick  glass  rod. 

The  flask  prepared  in  this  maniier 
is  carried  to  the  place  in  the  mine 
where  the  sample  is  required.  The 
water  is  then  allowed  to  run  out,  and  the  flask  is  at  once  closed 
with  the  cork,  which  is  pushed  in  as  far  as  the  mark  on  the  neck. 
It  must  fit  tightly,  for,  if  the  sample  is  taken  at  a  great  depth, 
the  pressure  inside  when  the  flask  is  brought  to  the  surface  will 
be  considerably  greater  than  the  outside  pressure,  and  may  drive 
out  the  cork. 

It  is  best  to  subject  the  sample  to  the  chemical  investigation 
immediately.  If  this  is  impossible,  the  flask  should  be  placed  in 
water  with  the  neck  downwards,  so  as  to  prevent  any  difiiision 
between  the  gas  and  the  atmosphere  in  consequence  of  the  cork 
becoming  loose.  If  the  cork  is  tight,  bubbles  of  gas  should 
escape  when  the  flask  is  opened  under  water,  in  consequence  of 
the  excess  of  pressure  inside. 

For  taking  larger  samples,  if  several  constituents  have  to  be 
determined  or  if  the  gas  has  to  be  sent  a  long  distance,  collecting 
vessels  made  of  sheet  zinc  are  employed,  such  as  Winkler  intro- 
duced specially  for  the  investigation  of  mine  air.  They  are  used 
in  collieries  in  Saxony.  These  receptacles  are  cylinders  with 
conical  ends,  each  of  which  terminates  in  a  tube,  which  is  closed 
either  by  a  soft  india-rubber  cork,  or  by  a  lever  and  india- 
rubber  washer,  such  as  is  common  with  bottles  for  beer  and 
aerated  waters.    The  collecting  receptacle  must  be  large  enough 
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to  contain  a  quantity  of  gas  sufficient  to  enable  each  constituent 

to  bo  determined  twice  if 
necessary.  Those  em- 
ployed in  mines  in  Saxony 
contain  10  litres.  How- 
ever, in  most  cases  half 
this  amount  of  gas  is 
sufficient. 

If  the  operation  of  taking 
the  sample  has  to  be  spread 
over  a  long  period,  the 
lower  cork  is  removed  at 
the  place  where  the  sample 
has  to  be  taken,  and  is 
replaced  by  a  cork  with 
a  hole  through  which  is 
passed  a  piece  of  glass 
tube,  which  can  be  closed 
by  a  piece  of  india-rubber 
tube*  and  a  screw  clamp. 
The  vessel  is  then  hung  up 
at  any  suitable  spot,  the 
upper  cork  is  removed,  and 
the  discharge  of  the  water 
is  regulated  by  the  screw 
clamp.  When  all  the 
water  has  run  out,  both 

 the  original  corks  are  re- 

~  rr— — _-£Lx_ —  placed,  and  are  then  tied 
Fig.  2.— Sample  Collecting  Vessel.         down  to  the  lugs  on  both 

sides  of  the  tube  to  pre- 
vent their  being  blown  out  on  reaching  the  surface  in  conse- 
quence of  the  excess  of  pressure  inside. 


III.  DETERMINATION  OF  THE  MOST  IMPORTANT 

GASES. 

Although,  as  has  been  pointed  out,  the  number  of  gases  which 
may  occur  in  mine  air  is  very  considerable,  it  is  only  with  a  few 
of  them  that  a  chemical  determination  is  of  practical  importance 
for  the  working  of  mines.  However  interesting,  for  instance,  it 
may  be  from  a  scientific  point  of  view  to  ascertain  whether  or 
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no  any  hydrogen  is  contained  in  a  blower,  this  gas  occurs  so 
rarely  and  so  sparsely  in  mine  air,  and  is  so  difficult  to  determine 
quantitatively  when  occurring  in  small  proportions  if  accompanied 
by  pombnstible  gases,  that  it  may  be  entirely  disregarded  in  the 
teciinical  analysis  of  mine  air.  It  would,  however,  be  wrong 
to  consider  that  a  gas  may  be  ignored  analytically  unless  it 
enters  largely  into  the  composition  of  mine  air.  A  knowledge 
even  of  small  proportions  of  certain  gases  in  mine  air  may  be  of 
considerable  technical  interest,  if  these  gases,  for  instance 
carbonic  acid  and  methane,  are  contained  in  the  air  of  all 
collieries. 

In  a  general  way  the  technical  analysis  of  mine  air  has  to  be 
confined  to  the  determination  of  oxygen,  carbonic  acid,  and 
methane ;  under  certain  circumstances  may  be  added  the  deter- 
mination of  carbonic  oxide  and  of  the  floating  coal  dust.  The 
amount  of  moisture  in  mine  air  is  determined  by  calculation, 
after  its  relative  humidity  has  been  settled  by  aid  of  the  hygro- 
meter. 

The  separate  gases  are  always  determined  volumetrically,  and 
the  quantities  are  always  expressed  in  percentages  by  volume 
and  not  in  percentages  by  weight,  as  is  elsewhere  customary  in 
analytical  chemistry.  If,  however,  volumes  of  gases  have  to  be 
compared  with  one  another,  they  must  be  measured  under  similar 
physical  conditions,  i.e.  at  the  same  temperature  and  at  the 
same  pressure.  Unless  this  is  done,  the  observed  volumes 
must  be  reduced  by  calculation  to  the  same  temperature  and 
same  pressure.  From  Gay-Lussac's  and  Mariotte's  [Boyle's] 
laws,  a  calculation  is  made  to  ascertain  the  volumes  of  the 
gases  at  0°  C.  and  760  mm.  of  mercury.  To  use  the  customary 
expression,  the  vohmies  are  reduced  to  the  normal  conditions. 
Further,  it  is  necessary  to  take  care  that  the  gases  analysed  are 
saturated  with  aqueous  vapour. 

Let  B  represent  the  recorded  height  of  the  barometer. 
t  the  temperature  of  the  laboratory. 
/  the  tension  of  aqueous  vapour  at  f. 
V  the  volume  of  the  gas  measured  at  f  and  B  millimetres 

of  mercury. 
Vq  the  normal  volume. 

a  the  coefficient  of  expansion  of  gas=  . 

^  ^  273 

Then 

V  =  — ?r/ 

'    \+at^  760  ■ 
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Replacing  a  by  its  value  we  get 

273 

^  y;x  273(B  -f) 
"     (273  +  ^)760  * 

Practically  no  great  error  is  made  if  the  mean  value  of  B  and 
i  are  used,  that  is  to  say,  if  one  takes  for  B  the  average  height 
of  the  barometer  in  the  place  and  for  t  the  average  temperature 
of  the  laboratory,  at  all  events  so  long  as  the  departure  from 
these  average  values  is  not  exceptionally  large.  If  these  values 
are  inserted  in  the  equation  above,  and  if  v=l,  the  value  of 
is  the  normal  volume  of  1  c.c.  of  gas  at  the  average  temperature 
and  average  pressure.  Multiply  the  measured  volume  by 
this  factor,  and  you  reduce  it  to  the  normal  conditions.  In 
addition  there  are  also  various  tables  published  for  correcting 
volumes,  which  enable  the  calculations  to  be  reduced  to  a 
minimum. 

Small  volumes  of  gas,  up  to  100  c.c,  are  measured  in  so-called 
burettes;  these  are  graduated  glass  tubes  provided  at  one  end 
with  a  glass  stop-cock  or  a  pinch-cock,  whilst  at  the  other  end 
the  gas  is  shut  off  by  a  confining  liquid.  In  technical  gas  analysis 
water  is  invariably  used  for  the  purpose.  The  error  which  arises 
in  consequence  of  the  solubility  of  many  gases  in  water  is  too 
small,  at  all  events  in  the  case  of  the  gases  which  come  into 
consideration  in  mine  air,  to  necessitate  the  use  of  mercury,  which 
is  much  employed  in  exact  gas  analysis.  Larger  volumes  of  o-as 
are  measured  in  glass  flasks  of  known  volume. 

The  separate  gases  are  determined  either  by  measuring  the 
diminution  in  volume  which  a  mixture  of  gases  undergoes  in 
contact  with  a  suitable  absorbent  or  when  the  combustible  con- 
stituents are  burnt;  or  by  employing  a  known  quantity  of 
absorbent  and  determining  by  titration  what  excess  remains  after 
the  absorption. 

Consequently  we  may  distinguish  : 

A.  Gas-volumetric  determination, 

B.  Titration. 


A.  Gas- Volumetric  Determination. 

The  volumetric  method  of  determining  a  single  gas  in  a  mixture 
of  different  gases  consists  in  measuring  off  exactly  a  definite 
volume  of  the  sample,  bringing  it  into  intimate  contact  with  a 
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suitable  absorbent  medium,  and  then  measuring  the  volume 
remaining  after  the  absorption  is  complete.  The  difference 
between  the  two  measurements  gives  the  quantity  of  gas  absorbed. 
If,  as  is  usual  in  volumetric  analysis,  exactly  100  c.o.  of  the  sample 
are  taken,  tlie  diminution  in  volume,  expressed  in  cubic  centi- 
metres, gives  the  percentage  by  volume  of  the  gas  absorbed. 

1.  Determination  of  Oxygen. 

The  most  convenient  absorbent  for  oxygen  is  yellow  phosphorus, 
which  is  employed  in  the  form  of  thin  sticks.  There  is  no 
difficulty  in  making  these  out  of  the  ordinary  thick  sticks  of 
phosphorus,  but  it  is  better  for  the  non-chemist  to  buy  them 
ready  made.  Dr  Th.  Schuchardt  of  Gorlitz  supplies  them  in 
tin  boxes  soldered  up.  These  boxes  should  be  opened  under 
water;  in  fact,  all  manipulations  with  phosphorus  should  be  so 
carried  out,  and  in  particular  the  filling  of  the  absorption  vessel, 
because  phosphorus  lying  in  the  air,  especially  if  it  is  rubbed, 
easily  takes  fire  and  causes  very  painful  burns,  which  are  not 
easily  healed.  If  the  necessary  precautions  are  taken,  phosphorus 
may  be  used  in  gas  analysis  without  any  danger  whatever. 
When  exposed  to  light,  the  phosphorus,  which  is  originally  of  a 
pale  yellow  colour,  becomes  reddish  yellow  and  finally  red,  for 
it  passes  over  into  the  red  variety,  which  is  indifferent  as  regards 
oxygen.  Consequently,  when  the  apparatus  is  out  of  use  the 
absorption  vessel  is  kept  protected  from  light,  either  in  a  cupboard 
or  in  a  special  case.  When  the  temperature  is  above  16°  C. 
(61°  F.)  the  absorption  is  finished  in  at  most  three  minutes,  but 
below  that  temperature  the  absorption  proceeds  so  slowly  that  in 
winter  time  it  is  necessary  to  keep  the  apparatus  in  a  warm  room, 
or  at  all  events  bring  it  there  some  time  before  it  is  used.  As 
.the  acids  formed  by  the  absorption,  viz.  phosphorous  and  phos- 
phoric acids,  are  soluble  in  water,  the  phosphorus  will  go  on  doino- 
its  work  as  long  as  any  remains  in  the  absorption  vessel.  One 
charge  of  phosphorus  therefore  lasts  for  many  years,  even  if  the 
apparatus  is  used  frequently.  It  is  only  necessary  to  renew  the 
confining  water  from  time  to  time,  as  it  gradually  becomes 
saturated  with  the  oxidation  products. 

As  already  explained  in  the  first  part  (p.  7),  phosphorus  loses 
its  power  of  absorbing  oxygen  wlien  certain  gases  and  vapours 
are  present;  but  in  testing  mine  air  this  difficulty  will  rarely 
arise.  The  presence  of  substances  which  will  prevent  the 
reaction  may  at  once  be  recognised  by  the  absence  of  any  cloudi- 
ness when  the  sample  is  brought  into  contact  with  phosphorus, 
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and  by  the  absence  of  any  glowing  of  the  phosphorus,  though 
this  can  only  be  seen  in  the  dark.  In  a  case  of  this  kind 
pyrogallate  of  potassium  must  be  used  as  an  absorbent.  Ten 
grammes  of  pyrogallic  acid  are  dissolved  in  a  minimum  quantity 
of  water,  and  tlie  solution  is  placed  in  the  absorption  vessel,  wiiich 

is  then  filled  with  a  25  per 
cent,  potash  solution.  One 
charge  of  this  kind  will 
absorb  about  2-5  litres  of 
oxygen,  though  a  fresh 
charge  must  be  put  in 
before  this  amount  has  been 
taken  up,  because  the  ab- 
sorption proceeds  so  slowly 
towards  the  end.  As  a  rule, 
the  absorption  does  not  pro- 
ceed so  rapidly  as  with  phos- 
phorus; but  if  arrangements 
are  made  for  bringing  the 
gaseous  mixture  into  close 
contact  with  the  solution, 
it  is  over  after  the  lapse  of 
three  minutes. 

The  presence  of  other  gases 
does  not  affect  the  absorp- 
tion ;  but  as  the  alkali  solu- 
tion absorbs  carbonic  acid, 
this  must  be  removed  before 
testing  for  oxygen. 

(a)  Determination  with 
Hempel's  Apparatus. — Hem- 
pel's  gas  burette,  with  the 
necessary  absorption  vessels, 
the  so-called  gas  pipettes,  is 
found  to  be  eminently  suited 
determinations  of  oxygen.  The  burette 
glass  tubes  about  1"5  cm.  ("6  inch)  in 


Fig.  3. — Hempel's  Apparatus. 


for  making  volumetric 
(fig.  3)  consists  of  two 

diameter  and  65-70  cm.  (26  to  28  inches)  high ;  the  bottom  of 
each  is  drawn  out  small,  and  bent  so  that  it  projects  sideways 
from  the  wooden  or  iron  pedestal.  A  piece  of  india-rubber  tube 
about  60  cm.  (2  feet)  long  is  attached  to  each  projecting  foot,  and 
when  in  use  the  two  pieces  of  india-rubber  tube  are  connected 
by  a  piece  of  glass  tube  10  cm.  (4  inches)  long.  The  measuring 
tube  A  Qf  the  burette  (fig.  3)  ends  at  the  top  in  a  capillary  tube. 
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which  carries  a  piece  of  india-rubber  tube  about  4  cm.  (1-6  inches) 
long,  with  a  narrow  bore.    It  is  tied  on  by  fine  wire  bound  with 

HfL.  .r°''?n.^  "^'^^      Pi"«li««ck-     The  tube  contains 

rather  more  than  100  c.c.  and  is  graduated,  each  division  corre- 
sponding to  -2  cubic  centimetre.    The  zero  is  marked  near  the 

Kt'T  '  T?^  ^bout  an   inch  above  the 

peaestal.  ihe  measuring  tubes  are  usually  graduated  also  in 
the  reverse  direction.  The  other  tube  B,  tlie  fo-called  levelling 
tube  IS  somewhat  taller  than  the  measuring  tube,  and  open  at 
the  top  It  serves  for  fixing  the  volume  of  the  gas  and  for 
causing  the  gas  to  shift  from  one  vessel  to  another 

The  shape  of  the  absorption  vessel,  the  gas  pipette,  varies 
according  as  it  has  to  be  used  for  ^        1  , 

a  liquid  or  for  a  solid  absorbent. 
The  simple  gas  pipette  for  liquids 
(fig.  4)   consists  of  two  hollow 
glass  bulbs  communicating  with 
each  other  by  a  tube;  the  first 
bulb  a  is  rather  larger  than  the 
other.    A  U-shaped  capillary  tube 
is  joined  on  to  the  bulb  a,  and  at 
its  upper  end  it  carries  a  piece 
of  thick  india-rubber  tube  with 
a  narrow  bore  and  about  4  cm, 
(1-6  inches)  long;  this  tube  is  tied 
on  firmly  with  wire.     When  the 
apparatus  is  in  use  it  is  closed 
with  a  pinchcock,  and  when  out 
of  use  by  a  glass  stopper.  A 
piece  of  wide-bore  glass  tube  is 
joined   on  to   the  bulb  b,  and 
serves  for  introducing  the  liquid  absorbent.    When  out  of  use 
It  18  closed  by  a  cork.    The  whole  apparatus  is  mounted  on  a 
stand  made  of  wood  or  iron,  so  that  the  end  of  the  capillary 
tube  projects  above  the  upper  edge.    I  prefer  wooden  stands  as 
they  are  less  liable  to  breakage. 

The  pipette  is  filled  with  the  absorbent  liquid  by  pouring  it 
into  the  bulb  b  by  the  aid  of  a  small  glass  funnel,  and  then 
sucking  the  india-rubber  tube  of  the  capillary  tube  until  the  bulb 
a  18  filled  and  the  thread  of  liquid  stands  in  the  left-hand  branch 
of  the  capillary  tube  above  the  horizontal  part.  The  bulb  b 
should  then  be  empty. 

The  phosphorus  pipette  (fig.  5)  is  constructed  like  the  one  iust 
described,  save  that  the  vessel  a  is  cylindrical  and  provided  at 


Fig.  4.— Gas  Pipette. 
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the  bottom  with  an  aperture  which  can  be  closed  with  an  india- 
rubber  cork,  and  through  which  the  sticks  of  phosphorus  can  be 
introduced.  When  the  vessel  has  been  filled  with  these  under 
water,  a  cork  is  pushed  in  beyond  the  point  where  the  connecting 
tube  from  a  is  attached.    The  cork  is  provided  with  lateral 

grooves  which  allow  the  passage 
of  the  confining  water,  but  j)re- 
vent  any  pieces  of  the  phosphorus 
from  passing  over  with  it  (in  the 
figure  this  cork  is  covered  by  the 
metal  clamp). 

If  the  absorbent  liquids  used 
are  affected  by  the  oxygen  of  the 
atmosphere,  as  is  the  case  with 
pyrogallic  acid,  for  instance,  the 
compound  pipette  (fig.  6)  is  em- 
ployed ;  this  is  a  simple  pipette, 
such  as  a,  fig  5,  to  which  a 
second  pair  of  bulbs  c  and  d  have 
been  added;  these  serve  to  hold 
water  as  a  confining  liquid.  For 
Fig.  5.— Phosphorus  Pipette.  purpose  of  filling  the  pipette 

a  glass  tube  is  fixed  in  at  the 
lowest  part  of  the  piece  connecting  a  and  b,  and  this  is  closed  by 
a  piece  of  india-rubber  tube  and  a  stopper.  When  the  apparatus 
has  to  be  filled,  the  stopper  is  taken  out,  and  into  the  india-rubber 
tube  is  slipped  a  bent  glass  tube  ending  in  a  funnel.  The  funnel 
is  lifted  high  up  and  the  liquid  poured  through  it ;  from  time  to 
time  the  capillary  tube  is  sucked  until  the  bulb  a  is  filled.  Then, 
while  squeezing  the  end  of  the  india-rubber  tube  with  the  thumb 
and  forefinger,  the  filling  arrangement  is  removed  and  the  glass 
stopper  put  back.  The  next  thing  is  to  blow  down  the  capillary 
tube  and  drive  the  absorbent  almost  completely  over  into  b ;  then 
pour  the  confining  water  into  d,  and  bring  back  the  absorbent  into 
a  by  sucking  as  already  explained. 

Manipulation  of  the  Hemjiel  Burette. — The  first  thing  to  do  is 
to  measure  off  a  definite  volume  of  the  sample  which  has  to  be 
tested.  If,  for  instance,  the  amount  of  oxygen  in  our  atmosphere 
has  to  be  determined,  the  method  of  procedure  is  as  follows  : — 

The  two  india-rubber  tubes  at  the  foot  of  the  upright  glass 
tubes  (A.  and  B,  fig.  3)  are  connected,  and  water  is  poured  into  the 
levelling  tube  until  it  is  more  than  half  full.  Then  the  levelling 
tube  is  lifted  and  the  measuring  tube  is  completely  filled  with 
water  until  it  escapes  from  the  india-rubber  tube  at  the  top ; 
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this  IS  at  once  closed  by  the  pinchcock.  The  levelling  tube  is 
now  placed  upon  the  ground,  and  by  opening  the  pinchcock 
rather  more  than  100  c.c.  are  sucked  in;  the  pinchcock  is  then 
closed,  and  by  raising  the  levelling  tube  the  contents  of  the 
bur&tte  are  compressed  into  rather  less  than  100  c.c,  whereupon 
the  connecting  tube  is  squeezed  by  the  thumb  and  fore-finger  of 
the  right  hand  immediately  where  it  is  fixed  on.  The  levelling 
tube  is  now  lowered,  the  eye  is  brought  into  line  with  the 
graduation  mark  100,  and  by  carefully  slackening  the  thumb 
pressure  the  level  of  the  liquid  is  brought  exactly  to  the  gradua- 
tion._  It  is  now  only  necessary  to  relieve  the  excess  of  pressure 
existing  in  the  tube,  which  is  effected  by  opening  the  pinchcock 


Compouucl  Pipette. 


for  a  moment.  Exactly  100  c.c.  at  atmospheric  pressure  are  now 
shut  in  ;  this  may  be  proved  by  bringing  the  level  of  the  liquid 
in  the  two  tubes  to  the  same  point.  The  level  of  the  liquid  in 
the  measuring  tube  should  now  stand  exactly  at  the  graduation 
mark  100.  Before  setting  the  burette  and  reading  off,  a  couple 
of  minutes  should  always  be  allowed  to  elapse,  in  order  to  give 
the  water  time  to  run  down  properly.  For  reading  off  the  volume 
of  a  gas  or  of  a  liquid,  the  lower  concave  line  of  demarcation  of 
the  spherical  section  forming  the  surface  of  the  liquid  in  the 
measuring  tube,  the  so-called  meniscus,  should  be  chosen,  and  not 
the  tipper  horizontal  line.  If,  for  instance,  the  level  of  the 
liquid  has  to  be  brought  to  the  graduation  mark  0,  the  line  must 
be  a  tangent  to  the  spherical  section  (fig.  7). 

If  the  burette  has  to  be  filled  with  a  gas  from  a  sample  in 
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a  collecting  cylinder,  the  latter  must  first  be  prepared  for  the 
purpose.  The  plain  corks  are  exchanged  under  water  for  india- 
rubber  corks  each  bored  and  provided  with  a  piece  of  glass  tube 
bent  at  a  right  angle  and  carrying  a  piece  of  india-rubber  tubing 
and  a  screw  pinchcock.  On  first  opening  the  cylinder  under 
water,  gas  escapes  in  consequence  of  its  excess  ot"  pressure.  If 
there  is  an  excess  of  pressure,  this  is  a  proof  that  tlie  cylinder 
was  tightly  closed.  If  no  gas  escapes,  the  sample  sliould  be 
discarded  as  untrustworthy.  After  having  been  thus 
prepared,  the  collecting  cylinder  is  hung  on  to  the 
stand,  fig.  8,  and  the  pipe  of  the  lower  neck  is  con- 
nected by  a  long  piece  of  india-rubber  tube  to  a 
reservoir  of  water,  fixed  about  1  metre  above  the 
laboratory  table.  A  similar  long  piece  of  thin  india- 
rubber  tube  is  then  attached  to  the  upper  neck  of 
the  cylinder.  The  lower  pinchcock  is  now  opened 
completely,  the  pressure  water  runs  in,  and  if  the 
pinchcock  is  open  the  sample  escapes.  A  little  gas 
is  allowed  to  escape,  in  order  to  drive  the  air  out  of 
the  tube,  and  this  is  now  connected  by  a  piece  of 
ileni'scus  ^'^^^        capillary  tube  of  the  measuring 

burette,  which  is  full  of  water.  The  levelling  tube 
is  now  placed  on  the  ground,  and  on  opening  the  pinchcock  the 
gas  flows  into  the  burette.  It  is  measured  off  in  the  manner 
already  explained. 

In  order  to  determine  the  amount  of  oxygen  in  the  sample,  the 
gas  pipette  is  placed  upon  a  little  wooden  stand  just  high  enough 
to  bring  the  end  of  the  capillary  tube  of  the  burette  on  a  level 
with  that  of  the  pipette,  the  pinchcock  is  put  upon  the  india- 
rubber  tube,  and  then  the  glass  stopper  which  closes  it  is 
removed,  and  likewise  the  cork.  The  operator  first  satisfies  him- 
self that  the  thread  of  liquid  in  the  pipette  has  been  properly  set, 
and  then  connects  the  measuring  tube  and  the  absorption  vessel 
by  apiece  of  D -shaped  glass  capillary  tube.  The  pinchcock  of 
the  burette  is  then  placed  upon  the  glass  connecting  tube,  the 
levelling  tube  is  lifted  high  with  the  left  hand,  and  with  the 
right  the  pinchcock  of  the  pipette  is  opened,  allowing  the  gas  to 
pass  over  into  it  (fig.  9).  When  the  measuring  tube  is  filled  with 
water  right  up  to  the  capillary,  both  pinchcocks  are  closed,  the 
connecting  capillary  tube  is  removed,  and  by  gentle  shaking  the 
gas  is  brought  into  close  contact  with  the  absorbent.^  As  soon 
as  the  absorption  is  complete,  which  is  usually  the  case  after  two 

^  When  phosphorus  is  used  as  the  absorbent,  this  is  not  necessary  ;  the 
burette  and  the  pipette  can  be  left  connected  with  each  other. 


Fig.  8.— Filling  Burette  with  Gas. 
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or  three  minutes,  the  two  parts  of  the  apparatus  are  re-couiiected  by 


Fig.  9. — Method  of  trausfeiring  Gas  lo  Absorption  Pipette, 
the  capillary  tube,  the  levelling  tube  is  placed  on  the  ground,  and 
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by  opening  both  pinclicocks  the  unabsorbed  gas  is  brought  back 
into  the  measuring  tube.  Care  must  be  taken  that  none  of  the 
absorbent  gets  into  the  connecting 
capillary.  If  this  happens  with  alkaline 
liquids,  the  ends  of  the  tubes  become 
so  slippery  that  they  will  no  longer 
hold  the  glass  capillary.  A  drop  of 
dilute  acetic  acid  or  hydrochloric  acid 
must  be  put  into  them  with  a  glass  rod, 
and  the  capillary  tube  must  be  carefully 
washed  out  with  water. 

After  waiting  two  minutes  until  the 
confining  water  in  the  burette  has  run 
down,  the  tops  of  both  the  columns  of 
liquid  are  brought  to  the  same  level 
and  the  quantity  of  gas  read  off  (fig.  10). 
After  use,  one  end  of  the  pipette  is 
closed  by  the  glass  stopper  and  the 
other  by  a  cork,  and  the  pinchcock  is 
removed.  If  things  are  done  in  the 
reverse  order,  the  thread  of  liquid  in 
the  capillary  becomes  shifted  out  of 
place,  and  the  next  time  the  apparatus 
is  used  this  has  to  be  put  right. 

(6)  Determination  ivith  the  Lindemann- 
Winkler  Apparatus. — When  nothing  but 
the  percentage  of  oxygen  in  mine  air 
has  to  be  determined,  without  troubling 
about  the  other  ingredients,  Linde- 
mann's  apparatus  as  improved  by 
Winkler  may  be  used  with  advantage. 
The  apparatus  is  shown  in  fig.  11;  it 
enables  the  analysis  to  be  performed  on 
the  spot,  and  therefore  no  sample  has  to 
be  taken  and  carried  about. 

The  principal  parts  of  the  apparatus 
are  the  measuring  tube  A,  the  absorp- 
tion vessel  B,  and  the  levelling  bottle  C. 
The  measuring  tube  has  a  spherical  bulb 
at  the  top,  and  from  the  tap  to  the  zero 
mark  contains  100  c.c.  The  lower  cylindrical  part  is  divided 
into  "1  c.c,  but  the  graduation  does  not  go  any  further  than 
25  c.c.  The  lower  part  of  the  measuring  tube  is  connected  with 
the  levelling  bottle  C  by  a  piece  of  india-rubber  tube,  whilst  the 


Fig.  10. 
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upper  end  is  shut  oft  by  a  three-way  tap  from  the  n-shaped 
piece  of  capillary  tube  which  leads  to  the  absorption  vessel, 
ihis  tap,  in  addition  to  the  ordinary  straight  hole  through  it 
has  a  curved  passage  which  leads  from  the  end  of  the  barrel  of 
the  tap  to  a  piece  of  glass  tube  fused  on  to  it.  In  the  position  A 
(hg.  12)  the  measuring  tube  and  the  capillary  tube  are  connected  ; 
on  turning  the  tap  through  90°  (fig.  13)  the  interior  of  the 
measuring  tube  communicates  with  the  surrounding  atmosphere 


Fig.  11.— Lindemann-Winkler  Fig.  13.— Tap. 

Apparatus. 


The  piece  of  tube  forming  the  continuation  of  the  ban-el  of  the 
tap  is  provided  with  a  piece  of  india-rubber  tube  and  a  pinchcock. 
The  absorption  vessel  B  is  filled  with  thin  sticks  of  phosphorus, 
which  are  introduced  through  a  lateral  neck  (not  seen  in  the 
figure).  The  lower  end  of  the  absorption  vessel  is  ground  into 
the  neck  of  a  bottle  which  has  a  second  neck  on  the  side,  through 
which  the  confining  water  is  introduced.  The  whole  apparatus 
is  contained  in  a  light  portable  case ;  when  not  in  use,  or  when 
being  carried  about,  the  case  is  closed  with  two  wooden  sliding 
doors.    A  small  wooden  flap  with  a  hinge  and  spring  keeps  the 
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levelling  bottle  in  position  when  the  apparatus  is  being  moved 
about. 

In  order  to  prepare  the  apparatus  for  use,  the  measuring  tube 
is  first  filled  with  water  by  raising  the  levelling  bottle^,  the  tap 
being  in  the  position  B  and  the  pinchcock  open.  The  tap  is  then 
turned  round  90°,  and  by  lowering  the  levelling  bottle  the  water 
in  the  absorption  vessel  x-ises  up  to  a  mark  made  in  the  capillary 
connecting  piece.  The  tap  is  then  turned  into  the  position  B, 
and  the  measuring  tube  is  filled  with  water  until  it  runs  out  at 
the  india-rubber  tube ;  this  is  then  closed  with  the  pinchcock. 

The  apparatus  so  prepared  is  taken  to  the  place  in  the  mine 
where  the  oxygen  has  to  be  determined.  By  opening  the  pinch- 
cock and  lowering  the  levelling  bottle,  a  sample  of  the  air  is 
drawn  in.  A  little  more  than  100  c.c.  is  allowed  to  enter;  the 
sample  is  then  compressed  into  rather  less  than  100  by  raising 
the  levelling  bottle.  While  the  india-rubber  tube  immediately 
below  the  measuring  tube  is  firmly  held  between  the  thumb  and 
forefinger,  the  levelling  bottle  is  lowered^  and  by  carefully 
relaxing  the  pressure  the  level  of  the  liquid  is  brought  to  the 
zero.  A  momentary  opening  of  the  pinchcock  suffices  to  release 
the  excess  of  pressure^  and  now  exactly  100  c.c.  of  gas  are  shut 
off  in  the  measuring  tube.  As  a  check,  the  level  of  the  water  in 
the  levelling  bottle  may  be  compared  with  that  in  the  measuring 
tube ;  the  level  of  both  should  agree  exactly  with  the  zero  mark. 

In  order  to  absorb  the  oxygen,  the  three-way  cock  is  turned 
into  the  position  A,  the  levelling  bottle  is  raised,  and  the  gas 
passes  over  into  the  absorption  vessel,  where  it  should  be  left  for 
three  minutes.  It  is  then  sucked  back  into  the  measuring  tube 
by  lowering  the  levelling  bottle,  care  being  taken  that  the 
confining  water  of  the  absorption  vessel  shall  rise  exactly  to  the 
mark^  on  the  capillary ;  the  tap  is  then  turned  90°,  and  the 
levelHng  bottle  is  held  so  that  the  water  in  it  and  in  the  measur- 
ing tube  is  at  the  same  level,  and  the  quantity  of  gas  is  read  off. 
When  the  analysis  is  finished  in  this  manner,  the  pinchcock  is 
opened  and  the  levelling  bottle  raised ;  the  gas  is  driven  out,  and 
the  apparatus  is  ready  for  the  next  determination. 

2.  Determinalion  of  Carbonic  Acid. 

The  absorbent  employed  for  carbonic  acid  in  volumetric  analysis 
is  potash  solution.  A  solution  of  suitable  strength  is  obtained  by 
dissolving  in  1  litre  of  water  250  grammes  of  pure  caustic  potash. 

1  c.c.  of  this  solution  will  absorb  about  40  c.c.  of  carbonic  acid. 
If  the  solution  becomes  cloudy  from  the  formation  of  a  precipitate, 
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it  is  allowed  to  clarify  by  leaving  it  for  some  time  in  a  covered 
stoneware  pot  and  then  pouring  it  oil'  carefully,  it  is  kept  in  a 
bottle  closed  with  an  ordinary  or  india-rubber  cork  ;  glass  stoppers, 
if  moistened  with  potash  solution,  are  apt  to  stick  very  tightly, 
especially  if  the  bottle  is  rarely  opened,  and  are  then  difficult  to 
get  out. 

(a)  Determination  'with  Hempel^s  A2}2^aratus. — As  the  limit  of 
exactness  with  Hempel's  apparatus  is  only  0'2  per  cent.,  this 
apparatus  is  not  suitable  for  determining  carbonic  acid  in  mine  air, 
unless  comparatively  large  proportions  of  this  gas  are  present. 

The  determination  is  made  exactly  in  the  same  manner  as  an 
oxygen  test.  The  absorption  vessel  employed  is  a  simple  gas 
pipette  (fig.  4),  which  is  charged  with  potash  solution  of  the 
strength  just  mentioned.  If  the  intimate  contact  of  the  gas  with 
the  liquid  is  brought  about  by  gentle  (not  violent)  shaking,  the 
absorption  is  complete  in  less  than  one  minute.    However,  it  is 

advisable,  in  the  case  of  un- 
practised observers,  to  send 
over  the  gas  into  the  pipette 
a  second  time,  in  order  to  make 
sure  that  the  absorption  has 
been  complete. 

If  oxygen  and  carbonic  acid 
have  to  be  determined  from 
the  same  sample,  the  carbonic 
acid  is  first  absorbed  by  potash 
solution,  and  then  the  oxygen 
by  phosphorus  or  pyrogallic 
acid. 

(6)  Determination  toith 
Winkler^s  Apparatus.  —  The 
construction  of  the  apparatus 
(fig.  14)  is  exactly  like  that  of 
the  Lindemann-Winkler  instru- 
ment, and,  mutatis  mutandis, 
what  has  been  said  about  using 
the  latter  applies  in  the  case 
of  the  former.  It  is  suitable 
for  determining  carbonic  acid 
in  mine  air  poor  in  fire-damp. 
Fig.  14.— Winkler's  Apparatus.       but  rich  in  carbonic  acid,  where 

no  fire-damp  determination  need 
be  carried  out  in  addition  to  the  carbonic  acid  determination. 
It  may.  therefore  be  used  with  advantage  where  brown  coal  is 
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mined.  The  limit  of  exactness  which  may  be  attained  is  about 
0"1  per  cent. 

The  measuring  tube  A  is  enlarged  at  the  top  into  a  bulb,  and 
the  lower  cylindrical  part  is  so  narrow  that  it  contains  only  about 
.5  c.c.  It  is  graduated  into  "1  c.c.  The  upper  end  is  closed  with 
a  three-way  cock,  and  the  lower  end  with  an  ordinary  cock,  so  as 
to  ensure  more  accurate  setting,  and  it  contains  rather  over  100  c.c. 
The  absorption  vessel  B  receives  a  charge  of  potash  solution, 
which  is  poured  in  through  the  lateral  neck  of  the  bottle.  In 
order  to  increase  the  amount  of  surface  wetted  by  the  absorbent, 
B  is  filled  with  glass  tubes. 

The  apparatus  is  arranged  and  the  sample  drawn  as 
described  on  p.  41.  The  setting  at  zero,  however,  is  effected, 
not  by  squeezing  the  india-rubber  tube,  but  by  carefully  opening 
and  shutting  the  glass  cock  c.  When  the  excess  of  pressure  has 
been  relieved  by  opening  the  pinchcock,  the  cock  c  is  opened, 
and  the  three-way  cock  a  is  turned  so  that  the  measuring  tube 
communicates  with  the  absorption  vessel;  the  levelling  bottle 
is  then  lifted  and  the  gas  driven  over.  The  absorption  may 
be  hastened  by  lifting  the  levelling  bottle  up  and  down,  and  so 
making  the  gas  travel  forwards  and  backwards,  without  altering 
the  position  of  a.  When  this  has  been  done  several  times,  the 
gas  is  bi-ought  back  into  the  measuring  tube,  a  is  turned  through 
90°,  and  c  is  closed,  after  the  liquid  has  been  brought  to  the  same 
level  in  A  and  C.    The  reading  is  now  made. 

3.  Deterviination  of  Carbonic  Oxide. 

Simple  methods  of  determining  small  percentages  of  carbonic 
oxide  have,  unfortunately,  yet  to  be  discovered,  and  it  is  rarely 
that  largish  proportions  of  this  gas  have  to  be  determined  in  mine 
air.  However,  the  case  arises  in  testing  after-damp,  or  the  gases 
produced  by  underground  fires. 

The  absorbent  employed  is  an  ammoniacal  solution  of  cuprous 
chloride,  which  Winkler  prepares  as  follows  :  250  grammes  of 
ammonium  chloride  are  dissolved  in  750  c.c.  of  water  ;  the  solution 
is  put  into  a  bottle ;  200  grammes  of  cuprous  chloride  are  added, 
and  the  bottle  closed  with  an  india-rubber  stopper.  By  frequent 
shaking,  this  dissolves  almost  completely,  giving  a  brownish 
solution  which  keeps  good  for  any  length  of  time  in  a  closed 
vessel,  provided  a  piece  of  copper  wire  twisted  into  a  spiral  is 
placed  in  the  bottle  and  made  to  reach  from  the  bottom  to  the 
top.  Before  use,  a  third  of  its  volume  of  concentrated  ammonia 
solution  must  be  added  to  the  liquid.    In  determining  carbonic 
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oxide  Hompols  apparatus  is  employed.  As  the  ammoniacal 
solution  becomes  oxidised  by  the  oxygen  of  the  atmosphere  it  is 
placed  in  a  compound  pipette  (fig.  6).  In  charging  the  pipette, 
50  c.c.  of  concentrated  ammonia  solution  are  first  introduced  into 
the  bulb  by  the  aid  of  a  funnel  and  india-rubber  tube,  and  then 
150  c.c.  of  the  cuprous  chloride  solution  are  added.  1  c.c  of  this 
ammoniacal  solution  is  capable  of  absorbing  16  c.c.  of  carbonic 
oxide.  As  the  solution  after  frequent  use  absorbs  very  slowly,  it 
IS  advisable  to  recharge  the  pipette  pretty  often  ;  this  is  possible 
without  any  great  waste  of  material,  as  determinations  of  carbonic 
oxide  at  mines  will  rarely  have  to  be  made. 

As  the  ammoniacal  cuprous  chloride  solution  also  absorbs 
oxygen  and  carbonic  acid,  these  two  gases  must  be  removed 
before  testing  for  carbonic  oxide.  If  there  is  a  suspicion  that  a 
sample  of  mine  air  contains  carbonic  oxide,  the  carbonic  acid  is 
first  determined  by  potash  solution,  then  the  oxygen  by 
absorption  with  phosphorus  or  pyrogallic  acid,  and  finally  the 
carbonic  oxide  by  ammoniacal  cuprous  chloride. 


B.  Titration. 

Chemical  reactions  invariably  take  place  according  to  definite 
unalterable  proportions  by  weight.  A  definite  quantity  of  a 
gas,  on  being  absorbed  by  a  suitable  substance  with  formation 
of  a  chemical  compound,  requires  therefore  during  the  absorption 
a  certain  definite  quantity  of  the  absorbent,  which  can  be 
calculated  from  the  combining  proportions.  And,  vice  versa,  a 
given  quantity  of  the  absorbent  is  capable  of  absorbing  a  definite 
quantity  of  the  gas  under  consideration.  If,  therefore,  a  known 
quantity  of  the  absorbent  is  brought  into  contact  with  a  gaseous 
mixture  containing  the  absorbable  gas,  and  if,  after  the  absorp- 
tion is  complete,  the  quantity  of  absorbent  remaining  unaltered 
is  ascertained,  it  is  possible  to  calculate  from  the  amount  con- 
sumed how  much  gas  has  been  absorbed.  Upon  this  principle  are 
based  some  of  our  most  exact  methods  of  gas  analysis. 

With  the  object  of  substituting  an  easy  measuring  operation 
for  that  of  weighing  out  the  absorbent,  which  takes  time  and 
trouble,  solutions  of  definite  strength  are  employed  for  absorptive 
purposes,  and  these  are  usually  so  made  that  1  c.c.  is  capable  of 
absorbing  exactly  1  c.c.  of  the  gas  in  question  under  normal 
conditions,  i.e.  at  760  mm.  of  mercury  and  0°  C,  and  dry.  Solu- 
tions of  this  kind  are  designated  as  gas-normal  solutions.  The 
quantity  of  substance  to  be  dissolved  in  1  litre  of  water  is 
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determined  from  the  weight  of  a  litre  of  the  gas  and  the  combining 
proportions.  The  excess  of  the  absorbent  is  also  determined 
volumetrically  by  titration,  that  is  to  say,  by  adding  from  a 
measuring  vessel  a  solution  of  some  other  substance,  which  will 
enter  into  chemical  combination  with  the  absorbent,  until  a 
change  of  colour  of  the  solution,  due  to  the  addition  of  a  so-called 
indicator,  denotes  the  end  of  the  reaction.  This  solution  is  also 
made  of  such  a  strength  that  1  c.c.  of  it  corresponds  to  1  c.c.  of  the 
normal  absorbent  solution,  and  consequently  to  1  c.c.  of  the  gas. 
It  is  then  only  necessai'y  to  subtract  from  the  volume  of  the 
normal  absorbent  solution  the  volume  used  in  titrating  back 
in  order  to  ascertain  the  number  of  cubic  centimetres  which 
were  required  for  the  absorption,  and  consequently  the  number 
of  cubic  centimetres  of  the  gas  present  in  the  sample  under 
investigation. 

In  the  analysis  of  mine  air  the  titration  method  is  especially 
employed  for  determining  the  carbonic  acid.  This  method 
possesses  the  advantage  over  the  gas-volumetric  method  that  far 
larger  volumes  can  be  employed  for  testing,  and  that  the  carbonic 
acid  can  be  determined  with  far  greater  exactness.  It  is  especially 
employed  when  very  exact  determinations  of  carbonic  acid  are 
required. 

As  methane  when  burnt  with  an  excess  of  oxygen  produces  an 
equal  volume  of  carbonic  acid,  the  titration  of  the  carbonic  acid 
renders  it  possible  to  determine  in  the  same  way  methane,  the 
most  important  of  all  mine  gases. 

1.  Determination  of  Carbonic  Acid. 

The  absorbent  employed  is  a  gas-normal  solution  of  barium 
hydroxide,  the  so-called  baryta  water,  which  absorbs  carbonic 
acid  very  greedily,  with  formation  of  an  insoluble,  white,  flocculent 
precipitate  of  barium  carbonate.  The  quantity  of  barium  hydroxide 
required  for  making  a  gas-normal  solution  may  be  calculated 
from  the  chemical  equation 

Ba(0H)2  +  CO2  =  BaCOg  +  E^O. 

Replacing  the  chemical  symbols  by  their  molecular  weights,  we 
have — 

171  parts  Ba(OH)2  +  44  parts  COg 

=  197  parts  BaC03+  18  parts  HgO. 

1  litre  of  carbonic  acid  under  normal  conditions  weighs  1965 
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grras.  The  quantity  of  barium  hydroxide  is  calculated  from  the 
equation 

44:  171  =  1-965:  a;. 
;c=7-G37  grms.  Ba(Oll).;. 

Commercial  crystallised  barium  hydroxide  contains  8  molecules 
of  water  in  addition,  consequently 

7-637  grms.  Ba(0H)2=  14-009  gr^s-  Ba(0II)2  + 8H2O. 

If  crystallised  barium  hydroxide  were  obtainable  in  the  pure 
state,  and  remained  constant  in  quality,  it  would  only  be 
necessary  to  weigh  out  this  quantity  with  the  greatest  accuracy 
and  dissolve  it  in  a  litre  of  water  in  order  to  obtain  a  gas  normal 
solution.  But  as  barium  hydroxide  always  contains  considerable 
quantities  of  insoluble  barium  carbonate,  and  as  it  will  not  keep 
unaltered  when  in  solution,  we  content  ourselves  with  a  solution 
of  approximately  gas-normal  strength,  and  each  time  before 
using  it  determine  its  standard,  i.e.  its  strength  as  regards 
carbonic  acid.  15  grammes  of  commercial  barium  hydroxide 
(the  excess  corresponds  approximately  to  the  average  degree  of 
impurity  of  the  substance)  are  weighed  out,  put  into  a  stoppered 
bottle,  and  1  litre  of  distilled  water  is  added.  By  frequent 
shaking  the  crystals  gradually  dissolve,  and  a  fine  flocculent 
precipitate  of  barium  carbonate  is  left.  The  solution  is  allowed 
to  stand,  and  as  soon  as  the  precipitate  has  completely  settled  the 
clear  solution  is  carefully  decanted  into  the  stock  bottle. 

If  a  definite  volume  of  baryta  water'  were  taken  out  of  this 
bottle  for  each  analysis  by  the  aid  of  a  suction  pipette,  the 
solution  would  speedily  become  turbid  by  attracting  carbonic 
acid  from  the  atmosphere,  and  gradually  lose  its  strength.  We 
therefore  employ  an  arrangement  which  enables  any  desired 
quantity  of  baryta  water  to  be  drawn  from  the  stock  bottle, 
and  to  be  measured  off  without  the  contents  being  affected  by 
the  carbonic  acid  of  the  atmosphere.  It  consists  (fig.  15)  of  a 
measuring  burette  A  containing  50  c.c,  divided  into  "1  c.c,  and 
drawn  out  to  a  point  at  the  bottom.  This  end  is  connected  by 
a  piece  of  india-rubber  tube  with  a  H  shaped  tube,  and  this  with 
a  piece  of  tube  10  cm.  long  drawn  out  to  a  fine  point.  Between 
it  and  the  H  piece  is  the  pinchcock  a.  Placed  on  a  bracket 
against  the  wall  is  a  stock  bottle  B,  closed  by  a  cork  with  three 
holes  in  it.  Through  one  of  the  holes  is  put  a  piece  of  glass 
tube  bent  into  siphon  shape  and  passing  down  to  the  bottom  of 
the  bottle,  whilst  the  other  end  is  connected  by  a  piece  of  india- 
rubber  tube  with  the  H  piece  of  the  burette,  in  front  of  which 
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is  a  second  pinchcock  b.     Through  the  second  hole  is  likewise 


passed  a  bent  tube,  one  limb  of 
which  is  cut  off  close  to  the  bend, 
whilst  the  other  is  connected  by 
a  piece  of  india-rubber  tube  with 
the  top  of  the  burette.  The  third 
hole  carries  an  absorption  tube  e 
charged  with  soda-lime. 

The  siphon  c  is  filled  with  the 
solution  by  blowing  into  e  with 
the  pinchcocks  open.  If  h  is 
opened  whilst  a  is  shut,  the  burette 
becomes  filled  with  the  solution. 
If  b  is  now  shut  and  a  opened, 
the  solution  flows  out  of  the  dis- 
charge nozzle  as  a  fine  stream, 
and  the  air  flowing  in  through  e 
is  freed  from  carbonic  acid  by  the 
soda-lime.  Before  use,  care  must 
be  taken  to  get  rid  of  any  air- 
bubbles  in  the  discharge  nozzle 
and  the  india-rubber  tube.  This 
is  easily  done  by  opening  and 
shutting  a  for  a  moment,  or  by 
pressing  upon  the  india-rubber 
tube.  When  a  definite  volume 
of  solution  has  to  be  measured 
off,  the  level  of  the  top  must  be 
first  set  at  the  zei'o  near  the  top 
of  the  burette.  The  setting  and 
reading  off  are  done  precisely 
as  with  the  gas  burette  (fig.  7). 
The  reading  can  be  made  still 
more  sharply  by  employing  a  so- 
called  float,  that  is  to  say,  a 
hollow  glass  cylinder  weighted 
with  mercury,  which  floats  in  the 
solution  and  has  a  line  marked 
round  it.  In  setting  the  burette 
at  any  particular  point,  this  is 
made  to  coincide  with  the  cor- 
responding graduation. 

When  the  burette  is  out  of 
use  the  discharge  nozzle  is  covered 


 tr- 


Fig,  15. 


-Apparatus  for  Determinaliou 
of  Carbonic  Acid, 
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over  by  a  piece  of  india-rubber  tube,  the  open  end  of  which  is 
closed  by  a  piece  of  glass  rod.  If  this  precaution  is  omitted,  a 
crust  of  barium  carbonate  forms  on  tlie  end. 

In  order  to  fix  the  standard  of  the  baryta  water,  which  is  only 
approximately  gas-normal,  as  well  as  for  measuring  the  excess  of 
baryta  water  remaining  after  absorption  of  the  carbonic  acid,  we 
use  a  gas-normal  solution  of  oxalic  acid.  This  acid  combines 
with  barium  hydroxide  in  the  same  way  as  carbonic  acid,  and 
forms  an  insoluble  salt,  barium  oxalate,  according  to  the  following 
chemical  equation  : — 

Ba(0H)2  +  C2O4H2  =  CaO^Ba  +  mfi. 

One  molecule  of  oxalic  acid  is  therefore  equivalent  to  one 
molecule  of  carbonic  acid.  As  crystallised  oxalic  acid  contains 
2  molecules  of  water,  44  parts  by  weight  of  carbonic  acid  corre- 
spond to  90  4- (2  X  18)  =  126  parts  by  weight  of  crystallised  oxalic 
acid.  The  quantity  of  oxalic  acid  corresponding  to  1  litre  of 
carbonic  acid  under  normal  conditions  is  calculated  from  the 
following  equation : — 

44  :  126  =  1-965  : 71. 
n  =  5-628  grms.  aO^Hg  +  2H2O. 

As  oxalic  acid  is  obtainable  chemically  pure,  and  as  it  can  be 
weighed  in  the  atmosphere  without  suffering  any  change,  the  gas- 
normal  solution  is  made  by  weighing  out  5 '6  2  8  grms.  as  carefully 
as  possible,  putting  it  into  a  measuring  flask  containing  1  litre, 
and  filling  this  up  with  distilled  water  to  the  mark.  The  glass 
stopper  is  then  put  in,  the  whole  shaken  up  until  the  crystals  are 
dissolved,  and  the  solution  then  put  into  a  stoppered  bottle. 
As  the  normal  oxalic  acid  solution  is  employed  for  determining 
the  standard  of  the  baryta  water,  and  so  forms  as  it  were  the 
fundamental  measure  for  the  carbonic  acid,  the  greatest  care 
should  be  taken  in  preparing  it.  If  crystals  of  oxalic  acid  are 
left  exposed  to  the  air  for  some  time  they  lose  a  little  water  by 
"weathering."  They  must  therefore  be  kept  in  a  well-closed 
glass  bottle.  The  solution  also  undergoes  gradually  a  very 
slight  decomposition,  especially  under  the  action  of  light,  and 
alters  its  standard.  It  is  therefore  advisable  to  make  only 
1  litre  at  a  time,  and  to  keep  it  in  the  dark. 

The  standard  of  the  baryta  water  is  determined  by  allowing 
exactly  10  c.c.  to  run  out  of  the  burette  (fig.  15)  into  a  conical 
flask,  a  so-called  Erlenmayer  flask,  and  then  adding  two  or  three 
drops  of  a  solution  of  phenolphthalein,  which  serves  as  an 
indicator.  This  is  an  organic  substance  which  has  the  property 
of  colouring  caustic  alkalis  violet  red,  whilst  acid  solutions  are 
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colourless.  To  the  reddish  solution  oxalic  acid  is  added  gradually 
from  a  burette  with  a  glass  tap,  as  shown  in  fig.  16,  whilst  the 
flask  IS  continually  but  gently  agitated  until  the  red  colour 
disappears.  In  order  to  show  the  change  of  colour  with  the 
greatest  sharpness,  a  sheet  of  white  paper  is  placed  under  the 
flask.  The  number  of  cubic  centimetres  of  normal  oxalic  acid 
solution  are  now  read  ofF,  and  the  standard  is  obtained  by  dividing 
by  10.  If,  for  instance,  10  c.c.  of  barjta  water  required  9-6  c  c 
of  normal  oxahc  acid,  1  c.c.  of  baryta  water  =  0  96  c.c.  of  oxaiic 
acid  =  0'96  c.c.  of  carbonic  acid. 

Although  the  baryta  water  in  the  stock  bottle  is  protected 
agauist  the  entrance  of  atmospheric  carbonic  acid,  it  is  necessary 
unless  carbonic  acid  determinations  follow  each 
other  immediately,  to  check  the  standard  each 
time,  which  after  all  requires  only  a  few 
minutes. 

The  titration  of  carbonic  acid  is  performed 
with  Hesse's  apparatus  (fig.  1 6).    It  consists  of 
a  strong  conical  flask,  the  contents  of  which,  up 
to  a  ring-like  mark  round  the  neck,  are  deter- 
mined once  for  all  by  weighing  the  flask  full  of 
water.    The  number  of  cubic  centimetres  the 
flask  contains  is  scratched  upon  the  glass.  The 
flask  is  at  the  same  time  the  measuring  and  the 
absorption  vessel.    It  is  filled  with  water  and 
corked  with  an   india-rubber  cork  with  two 
holes  in  it,  each  of  which  is  closed  by  a  glass 
stopper  (see  fig.  1).     The  sample  of  air  is 
taken  in  the  manner  already  explained.  The 
absorbent  is  introduced  by  pulling  out  one 
of  the  glass  stoppers  and  introducing  the  nozzle 
of  the  burette  until  it  projects  through  the 
cork  (fig.  15).     A  definite  volume  of  baryta 
water  is  now  allowed  to  ran  into  the  flask,  care 
being  taken  that  it  does  not  run  down  the  sides. 

The  quantity  of  baryta  water  run  in,  which  I 
in  every  case  must  be  considerably  in  excess,  ~ 
depends  upon  the  volume  of  gas  being  tested,' 
that  is  to  say,  upon  the  size  of  the  flask,  and 
the  percentage  of  carbonic  acid  expected.    If  the  flask  contains 
less  than  1  litre,  and  if  the  probable  percentage  is  under  1  per 
cent,  by  volume,  20  c.c.  are  amply  sufficient.    Opening  the  other 
glass  stopper  while  the  baryta  water  is  being  run  in  is  as  a  rule 
unnecessary.    The  burette  is  removed  and  the  hole  re-c'losed  with 
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Fig.  16.— Hesse's 
Apparatus. 
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a  glass  stopper.  A  quantity  of  gas  equal  in  volume  to  the  baryta 
water  employed  escapes  from  the  flask,  and  this  must  be  deducted 
from  the  quantity  of  the  sample.  The  flask  is  gently  but  fre- 
quently shaken,  so  as  to  bring  the  gas  into  contact  with  the  baryta 
water,  until  it  is  certain  that  all  the  carbonic  acid  has  been 
absorbed.  The  interval  is  utilised  for  determining  or  checking 
the  standard  of  the  baryta  water  in  the  manner  described.  After 
about  ten  minutes'  interval  the  amount  of  baryta  water  remaining 
unused  is  determined  with  gas-normal  oxalic  acid.  The  burette 
with  the  glass  tap  is  filled  with  oxalic  acid,  and  the  top  of  the 
liquid  brought  to  zero.  One  of  the  stoppers  of  the  absorption 
flask  is  drawn  out,  and  two  or  three  drops  of  phenolphthalein  are 
introduced  by  the  aid  of  a  small  glass  tube,  so  as  to  tinge  the 
turbid  liquid  distinctly  red.  If  it  were  to  remain  colourless,  this 
would  be  a  proof  that  all  the  baryta  water  had  been  used  up,  or  in 
other  words,  that  too  little  had  been  employed  originally.  In  this 
case  another  charge  of  baryta  water  would  be  added  equal  to  the 
first,  and  then  after  complete  absorption  the  unused  remainder 
would  be  measured.  For  this  purpose  the  nozzle  of  the  glass 
tap  of  the  burette  is  passed  through  one  of  holes  in  the  cork,  so 
that  the  acid  can  run  in  freely  (fig.  15),  and  by  turning  the  tap 
carefully  the  oxalic  acid  is  allowed  to  drop  in  whilst  the  flask  is 
being  gently,  but  constantly,  agitated.  If  the  oxalic  acid  is 
allowed  to  run  in  too  quickly,  the  barium  carbonate  which  has 
been  formed  may  be  attacked  by  the  oxalic  acid  as  well  as  the 
barium  hydroxide,  and  the  determination  will  therefore  be  rendered 
inaccurate.  As  soon  as  the  red  colour  has  disappeared,  the  tap 
is  shut  and  the  amount  of  acid  employed  read  off.  The  difference 
between  this  and  the  volume  of  baryta  water  employed  multiplied 
by  its  standard  gives  the  volume  of  carbonic  acid.  As  this  is 
always  reckoned  as  in  the  normal  state,  the  quantity  of  gas 
employed,  minus  the  baryta  water  added,  must  be  reduced  to  the 
normal  state  from  a  knowledge  of  the  barometric  pressure  and 
the  temperature  at  the  time  (see  p.  29).  The  percentage  is  then 
calculated  by  comparing  the  corrected  volume  with  the  number  of 
cubic  centimetres  of  carbonic  acid  ascertained  by  the  experiment. 

Example. 

Barometer  =722  mm. 

Temperature  =19°  C. 

Standard  of  the  oxalic  acid :  normal  1  c.c.  =1  c.c.  carbonic  acid. 

Standard  of  the  baryta  water,  1  c.c.          =0-94  c.c.  carbonic  acid. 

Contents  of  the  absorption  flask  =  1022  c.c. 

Baryta  water  employed  =  10  c.c. 

Actual  volume  of  sample  employed,  1012  c.c,  corrected  878  c.c. 


DETEEMINATION  OF  THE  MOST  IMPORTANT  GASES.  51 


10  c.c.  of  baryta  water  require 
In  titi-ating  back  used  . 
Ditt'erence  .... 

Consequently 


9 '4  CO.  oxalic  acid  =  9 "4  c.c.  carbonic  acid. 
5'2  c.c.  oxalic  acid  =  5 '2  c.c.  carbonic  acid. 
4-2  c.c.  oxalic  acid -4 "2  c.c.  carbonic  acid. 

878  c.c.  of  the  sample  contained  4 "2  c.c. 
carbonic  acid. 


878  :  4-2  =  100  :  n. 
m=0'48  per  cent,  by  volume  of  carbonic  acid. 


2.  Determination  of  Methane. 

The  methane  may  be  determined  by  a  purely  gas  voha metric 
method  by  measunng  the  reduction  in  volume  which  the  sample 
undergoes  when  this  hydrocarbon  is  burnt.    However  simple  and 
convenient  this  method  may  be  for  the  determination  of  large 
percentages  of  the  gas,  for  instance,  in  analysing  lightino-  gas 
It  IS  nevertheless  difficult  to  ascertain  by  its  means  the  pi^esence 
of  tenths  or  hundredths  of  a  per  cent.    The  quantity  of  air 
which  can  be  employed  for  the  analysis  is  comparatively  small  • 
hence  the  diflference  in  volume  after  combustion  is  so  minute 
that  It  IS  necessary  to  prevent  all  disturbing  influences,  such  as 
fluctuations  of  temperature  and  pressure,  to  avoid  the  error 
which  arises  in  consequence  of  the  solubility  of  the  gas  in  water 
by  employing  mercury  as  the  confining  liquid,  and  to  use  the 
very  finest  measuring  instruments,  if  the  analysis  is  to  have 
any  pretension  to  exactness  and  trustworthiness:  consequently 
the  .whole  apparatus  becomes  so  complicated  and  requires  so 
much  practice  for  its  manipulation  that  it  appears  little  fitted 
for  practical  use  at  mines,  where  the  analysis  has  generally  to  be 
made  by  a  foreman.    The  same  objection  applies  to  the  apparatus 
whose  action  is  based  upon  measuring  the  difference  of  pressure 
with  the  volume  remaining  constant. 

To  answer  the  requirements  of  practical  mining,  the  method  of 
determining  methane  should  be  capable  of  ascertaininc^  the 
percentage  of  this  gas  exactly  within  hundredths  of  a  per  Ijent., 
and,  in  spite  of  being  very  simple  in  construction,  should  give 
satisfactory  results  even  in  less  practised  hands.  Winkler's 
method  satisfies  these  conditions  ;  it  depends  upon  the  volumetric 
determination  of  the  carbonic  acid  formed  by  the  combustion  of 
methane.  It  has  also  this  pre-eminent  advantage,  that  the 
quantity  tested  in  each  experiment  may  be  as  large  as  one  likes 

_  A  further  advantage  of  this  method  is  that  all  the  operations 
VIZ.  measuring  the  sample,  burning  the  methane,  absorbing  the 
carbonic  acid,  and  measuring  back  the  excess  of  baryta  water  are 
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performed  in  one  and  the  same  vessel,  so  that  the  sample  has  not 
to  be  shifted  about. 

As  the  combustion  of  the  methane  takes  place  according  to  the 
following  volumetric  proportions  : — 

1  vol.  CH4  +  2  vols.  0  =  1  vol.  CO2  +  2  vols,  aqueous  vapour, 

the  volume  of  carbonic  acid  formed  is  equal  to  the  volume  of  the 
original  methane. 

When  the  gaseous  mixture  is  brought  into  contact  with 
platinum  made  red  hot  by  the  passage  of  an  electric  current 
the  combination  of  the  methane  and  the  oxygen  takes  place 
quietly  so  long  as  the  percentage  of  methane  is  below  6,  so  that 
the  mixture  is  not  explosive. 

The  apparatus  in  the  main  consists  of  an  absorption  flask 
similar  to  those  used  in  the  volumetric  determinations  of  carbonic 
acid  (fig.  17).    The  size  of  the  flask  employed  depends  upon  the 

percentage  of  methane  expected.  For 
determining  small  proportions  in  the 
return  air-currents  flasks  containing 
2  litres  are  usually  chosen.  For 
analysing  samples  which  are  richer 
in  methane,  and  contain  about  1  per 
cent,  by  volume  or  more,  flasks 
holding  1  litre  each  are  large  enough. 
A  mark  is  made  around  the  neck  and 
the  cork  is  pressed  in  as  far  as  this 
mark.  The  contents  of  the  flask  up 
to  the  mark  are  determined  exactly 
by  filling  with  water  and  weighing; 
the  number  of  cubic  centimetres  is 
then  scratched  on  the  glass.  In 
addition  to  a  cork  with  two  holes 
FIG.  17.-Apparatus  for  provided  with  glass  stoppers,  each 
Determination  of  Methane.      flask  has  a  second  cork  with  three 

holes  which  carries  the  combustion 
apparatus,  consisting  of  two  brass  rods  which  project  into  the 
middle  of  the  flask.  Their  ends  are  connected  by  a  piece  of 
platinum  wire  twisted  into  a  spiral  and  fastened  on  by  small 
binding  screws.  The  wire  is  O'SS  mm.  thick,  and  when  drawn 
out  straight  7  inches  long,  exclusive  of  the  pieces  held  by  the 
binding  screws.  The  outer  ends  of  the  rods  are  provided  with 
binding  screws  for  fastening  on  the  wires  bringing  the  electric 
current.  The  third  hole  contains  a  glass  stopper.  In  order  to 
cool  the  flask  during  the  combustion,  a  cylindrical  metal  vessel  is 
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employed,  45  cm.  high  aud  30  cm.  in  diameter;  attached  to  it 
is  an  iron  rod,  with  a  movable  holder  which  is  intended  to  keep 
the  flask  down  under  water.  The  wires  for  conveying  the 
electric  current  must  be  at  least  1  mm.  thick,  and,  as  they  are 
immersed  in  water,  they  must  be  insulated  with  gutta  percha. 

The  best  plan  is  to  take  the  sample  of  the  air  by  filling  the 
flask  with  water  and  then  emptying  it  at  the  place  where  the 
sample  has  to  be  taken.  The  flask  must  then  be  closed  with  the 
cork  and  its  two  stoppers ;  the  cork  should  be  pressed  down  as 
far  as  the  mark.  When  brought  to  the  surface,  this  cork  is 
exchanged  under  water  for  the  one  carrying  the  electrodes,  care 
being  taken  not  to  bend  the  platinum  wire.  If  the  sample  was 
taken  in  a  collecting  cylinder,  the  flask  is  filled  in  the  manner 
explained  by  fig.  18.  The  first  thing  is  to  exchange  under  water 
the  corks  of  the  collecting  cylinder  for  others  closed  by  glass  tubes 
and  pinchcocks.  The  lower  tube  of  the  cylinder,  hung  from  a 
frame,  is  connected  to  the  water  reservoir,  and  the  gas  is  driven 
through  an  india-rubber  tube  into  the  flask  filled  with  water,  and 
held  upside  down  under  water.  The  cork  with  the  electrodes  is 
then  inserted. 

It  has  been  shown  by  experience  that  the  presence  of  organic 
substances  affects  the  correctness  of  the  results.    In  order  to 
protect  the  gas  from  contact  with  the  india-rubber  cork  during 
the  combustion,  the  glass  stopper  is  taken  out  and  10  c.c.  of 
water  are  inserted  from  a  measuring  pipette,  the  stopper  being 
then  replaced.    On  reversing  the  flask  the  layer  of  water  covers 
the  cork.    Naturally  the  volume  of  this  water  added,  as  well  as 
the  known  volume  of  the  electrodes,  must  be  subtracted  from  the 
contents  of  the  flask.    The  electrodes  are  then  connected  to  the 
wires  and  the  flask  is  immersed  vipside  down  in  the  cooling  vessel, 
so  that  its  bottom  is  completely  covered  with  water,  and  the 
current  is  now  turned  on  (fig.  19).    The  platinum  wire  must  be* 
brought  to  bright  red  heat,  which  will  be  effected  with  a  wire  of 
the  given  dimensions  by  a  current  of  7 — 8  amperes.    If  the 
current  is  weaker  than  this,  the  wire  does  not  glow  actively,  and 
tlie  combustion  remains  imperfect ;  if  the  current  is  too  strong 
the  platinum  wire  melts.    The  wire  should  be  allowed  to  remain 
red  hot  for  half  an  hour,  in  order  to  be  on  the  safe  side,  although 
the  combustion  is  usually  complete  in  a  far  shorter  time. 

After  disconnecting  the  current  the  flask  is  taken  out  of  the 
cooler,  and,  after  removing  the  third  stopper,  25  c.c.  of  baryta 
water  are  allowed  to  flow  in  from  the  burette,  taking  care  that 
the  electrodes  are  not  splashed  by  it.  By  frequent  agitation  the 
carbonic  acid  formed  by  the  combustion  is  gradually  absorbed. 
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While  the  absorption  is  proceeding  the  standard  of  the  baryta 
water  should  be  checked.  Then  after  exchanging  the  cork  with 
the  electrodes  for  the  former  one,  the  excess  of  baryta  water  is 
determuied  as  explained  on  p.  50.  The  difference  between  the 
total  amount  of  baryta  water  used,  multiplied  by  its  standard, 
and  the  number  of  cubic  centimetres  of  normal  oxalic  acid  used, 


Fig.  19. — Combustion  of  Fire-damp  in  Mine  Air. 


gives  the  quantity  of  carbonic  acid  in  the  sample  after  the 
combustion. 

As  mine  air  is  never  free  from  carbonic  acid,  the  result  so 
obtained  includes  the  amount  of  this  gas  which  was  originally 
present.  This  must  be  ascertained  by  a  separate  determination 
by  Hesse's  method,  and  deducted  from  the  total  amount  of 
carbonic  acid.  The  difference  is  then  the  amount  of  carbonic 
acid  formed  by  combustion,  and  its  volume  is  equal  to  that  of  the 
methane  originally  present  in  the  sample.  It  is  convenient  to 
make  the  carbonic  acid  determination  during  the  combustion  of 
the  methane. 
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In  analysing  mine  air  comparatively  rich  in  methane,  it  may 
happen  when  the  electric  contact  is  made  that  an  explosion  takes 
place,  driving  the  cork  and  the  electrodes  out  of  the  flask.  How- 
ever, no  such  explosion  will  happen  unless  the  proportion  of 
methane  has  reached  the  lower  limit,  i.e.  6  per  cent.,  and  unless 
the  temperature  of  the  glowing  platinum  wire  is  very  high. 
Winkler's  method  is  not  suitable  for  analysing  such  mixtures, 
and  in  a  case  of  this  kind  the  high  percentage  of  fire-damp  will 
already  have  been  discovered  by  its  effect  upon  the  miner's  lamp 
while  taking  the  sample. 


Example. 

Barometer    =740  mm. 
Temperature  =  19°. 

Standard  of  the  oxalic  acid  :  normal  1  c.c.  =1  c.c.  carbonic  acid. 
Standard  of  the  baryta  water  .       .    1  c.c.  =1  "03  c.c.  oxalic  acid. 

=  1  '03  c.  c.  carbonic  acid. 

Contents  of  the  absorption  flask  =  2000  c.c. 
Volume  of  the  electrodes  =  8  c.  c.  1 
"Water,  protecting  cork  =10  c.c.  [  =43  c.c. 
Baryta  water  used  =  25  c.  c.  ) 


1957  c.c. ;  corrected  1743  c.c. 


Quantity   of  sample  em- 
ployed .... 

25  c.  c.  baryta  water  require 
On  titrating  back  used 
Difl'erence 

Obtained  in  1743  c.c.  of 

the  sample  . 
Carbonic    acid  originally 

present  (determined  by 

separate    test,  Hesse's 

method) 

Therefore  found 


25 "75  c.c.  oxalic  acid 
10 "20  c.c.  oxalic  acid 
15 '55  c.c.  oxalic  acid 


=  25  75  c.  c.  carbonic  acid. 
=  10 '20  c.c.  carbonic  acid. 
=  15 '55  c.c.  carbonic  acid. 


=  0'31  percent,  by  volume. 
=  0'58  percent  methane. ( 


15  "55  c.  c.  carbonic  acid  =  0  "89  per  cent,  by  volume. 


Entry  of  an  Analysis  in  the  Laboratory  Journal. 


Place  where  sample  was  taken 
Time  when  samjjle  was  taken 
Temperature  of  the  laboratory 
Height  of  barometer  on  the  surface 
Standard  of  the  baryta  water  . 


Winding  shaft,  380  m.  below  the  surface. 

1st  March  1900,  4.30  p.m. 

19°. 

720  mm. 

1  c.c.  =0'96  c.c.  oxalic  acid. 
=  0  '96  c.  c.  carbonic  acid. 


A.  Determination  of  the  Oxygen. 

Volume  of  gas  employed  .  .  100  c.c. 
After  absorption  with  phosphorus     81 '1  c.c. 

Diminution  in  volume  .       .       .18*9  c.c.  =•  18 "9  per  cent,  of  oxj'gen  by 

volume. 
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Determination  of  the  Carbonic  Acid. 


Contents  of  the  absorption  flask 
Baryta  water  employed 
Employed  for  analysis 
20  C.C.  baryta  water  require 
By  titrating  back  employed 
Difl'erence  . 


1022  c.c. 
20  c.c. 

1002  c.c.  =867  C.C.  corrected. 
19 "2  C.C.  o.xalic  acid. 
15-9  C.C.  ,, 

3*3  c  c.  =0-38  per  cent,  carbonic  acid. 


C.  Determination  of  the  Methane. 


Contents  of  the  absorption  flask  1960  c.c 
Volume  of  the  electrodes,  8  c.  c.  ■] 
Water,  protecting  cork,  10  c.c.  }•  43  c.c. 
Baryta  water  employed,  25  c.  c. 
Volume  employed  for  analysis 
25  c.c.  baryta  water  require  . 
By  titrating  back  employed  . 
DiflTerence  .... 


Found  under  B 

Consequently 

Foimd  :  Oxygen  . 

Carbonic  acid 
Methane  . 


1917  c.c.  =1660  c.c.  corrected. 
24 "0  c.c.  oxalic  acid. 
10-2  c.c. 

13-8  C.C.  =0-83  per  cent,  of  carbonic  acid  by 
volume. 
0-38 

0  -4  5  per  cent,  of  methane  by  volume. 

18-9  per  cent,  by  volume. 
0-38 
0-45 


Determination  of  Dust. 

Ever  since  the  important  part  played  by  coal  dust  in  colliery 
explosions  has  been  recognised,  the  determination  of  the  dust 
floatmg  m  the  air  has  become  of  interest  for  ascertaining  the 
safety  of  a  mine,  apart  from  any  hygienic  considerations 

The  determination  of  the  amount  of  coal  dust  in  air  is  a  very 
simple  operation.  All  that  is  necessary  is  to  draw  a  deiinite 
1  question  through  a  tube  provided  with  a 

suitable  filtering  material,  and  ascertain  the  increase  in  weight 
that  the  tube  has  undergone.  The  amount  of  dust  per  cubic 
metre  is  then  ascertained  by  calculation.  A  suitable  fom  of  the 
small  apparatus  is  shown  in  fig.  20.  It  consists  of  a  piece  of  tube 
A,  about  15  mm.  (-6  inch)  in  diameter,  drawn  out  below  to  a 
narrow  piece  3  cm.  long,  and  widened  out  somewhat  above  •  it  can 

tI  ^^"^  ^         ^'  ^^'^^        ground  on 

ihe  best  filtering  material  is  cotton-wool,  and  the  tube  should  be 
filled  with  It  until  It  reaches  half-way  up  the  wide  part.  In  this 
manner  a  filtering  stratum  is  obtained  10  cm.  (4  inches)  long 
The  tubes  prepared  in  this  manner  are  kept  in  twos  or  threes  in 
a  box  lined  with  sheet  cork,  and  made  just  long  enough  for  the 
tubes  to  fit  in  exactly,  and  to  prevent  the  caps  from  falling  off 
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when  tho  box  is  carried  about.  The  tubes  are  always  weighed  in 
the  closed  state. 

The  simplest  plan  is  to  combine  the  dust  determination  with 
the  taking  of  a  sample,  using  a  collecting  cylinder 
containing  10  litres  (fig.  2)  as  an  aspirator.  At 
the  place  where  the  sample  is  to  be  taken,  the 
cylinder  full  of  water  is  placed  upside  down,  and 
the  cork  of  the  lower  neck  exchanged  for  an  itidia- 
rubber  cork  bored  through,  and  having  a  glass 
tube  and  a  screw  pinchcock.  The  vessel  is  then 
hung  up  in  its  ordinary  position  at  a  suitable 
place,  the  two  caps  are  taken  oflF  the  filter  tube, 
and  the  small  end  is  thrust  into  the  hole  of  an 
india-rubber  cork,  so  that  its  end  comes  flush  with 
the  face  of  the  cork,  which  is  then  placed  in  the 
upper  neck  of  the  metal  cylinder,  care  being  taken 
that  the  end  of  the  tube  is  not  wetted  by  the 
water.  The  screw  pinchcock  is  loosened,  the  water 
runs  out,  and  the  air  is  sucked  in.  If  the  con- 
ditions of  the  place  make  it  desirable,  the  filter 
tube  is  not  placed  directly  upon  the  cylinder,  but 
is  connected  with  it  by  a  piece  of  india-rubber 
tube  with  a  piece  of  glass  tube  inserted  through 
the  cork ;  this  enables  the  sample  to  be  taken  at 
any  height.  When  the  water  has  all  run  out,  the 
filter  tube  is  closed  by  its  two  caps  and  brought 
up  to  the  surface  to  be  weighed  exactly.  The 
increase  in  weight  gives  the  amount  of  coal  dust 
in  the  moist  state  contained  in  10  litres  of  air. 
It  is  easy  to  dry  the  coal  dust  before  weighing  it, 

YiG,  20.  Dust   by  drawing  through  it  for  some  time  a  current  of 

Measurer.       air  which  has  been  freed  from  moisture  by  con- 
centrated sulphuric  acid ;  but  this  does  not  appear 
to  be  necessary,  as  the  determinations  made  in  practice  deal  only 
with  largish  quantities  of  dust,  in  which  a  small  difference  of  a 
few  per  cent,  is  not  worth  consideration. 

If  the  stratum  of  cotton-wool  is  blackened  completely  from  one 
end  to  the  other,  it  is  to  be  feared  that  a  portion  of  the  coal  dust 
has  been  carried  right  through  the  filter.  By  stuffing  in  the 
cotton-wool  more  tightly,  and  by  letting  the  water  run  out  less 
rapidly,  this  evil  may  be  corrected.  The  filling  of  cotton- wool 
must  be  renewed  for  every  determination. 
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IV.  AKRANGEMENT  OF  THE  LABORATORY. 

It  only  in  exceptional  cases  that  the  amount  of  certain  ^^ases 
m  mme  air  can  be  determined  at  the  very  spot  in  the  mine 
where  the  sample  is  taken;  as  a  rule,  it  is  necessary  to  perform 
the  analysis  of  the  sample  above  ground.  It  then  becomes 
desirable  to  do  the  work  in  a  suitably  arranged  laboratorv. 

In  choosing  a  place  for  the  laboratory,  special  care  must  be 
taken  that  it  shall  possess  as  even  a  temperature  as  possible 
Consequently  a  room  facing  north,  which  is  not  exposed  to  the 
direct  action  of  the  sun's  rays,  is  to  be  preferred.    It  is  especially 
necessary  that  the  temperature  of  the  sample  should  be  kept 
constant  while  it  is  being  analysed.    It  is  best  to  work  in  a  room 
which  IS  not  heated  artificially ;  if  this  is  out  of  the  question 
however,  care  should  be  taken  to  heat  the  laboratory  uniformly' 
and,  if  possible,  by  indirect  means.    All  liquids  which  have  to  be 
brought  into  contact  with  gases,  such  as  confining  water,  absorp- 
tive solutions,  etc.,  must  have  the  same  temperature  as  the 
laboratory,  and  are  therefore  kept  in  it.    In  order  to  have  water 
at  the  temperature  of  the  laboratory  constantly  at  hand,  a  reser- 
voir made  of  zmc  or  galvanised  iron  is  fixed  about  1  metre  above 
the  laboratory  bench.    At  the  bottom  it  is  provided  with  a  nozzle 
with  stopcock,  or  with  a  neck  into  which  a  bored  cork  carrying  a 
piece  of  glass  tube  is  placed ;  the  tube  is  bent  downwards  and 
receives  an  india-rubber  tube  which  can  be  closed  by  a  pinchcock 
and  which  ends  in  a  glass  nozzle  (fig.  18).    When  out  of  use  the 
nozzle  is  placed  in  a  little  glass  dish  fixed  against  the  wall 
The  reservoir  is  filled  from  time  to  time  with  distilled  water ; 
this  is  ready  at  hand  at  nearly  every  mine  in  the  form  of  con- 
densed water  from  the  steam  engine.    Care  must  be  taken  that  it 
is  not  contaminated  with  lubricating  oil. 

A  bench  for  performing  all  measurements,  titrations,  etc.,  is 
placed  against  the  window,  whilst  other  operations,  such  as  the 
combustion  of  methane,  can  be  carried  out  upon  a  table  in  a  less 
favourable  light. 

A  barometer  and  a  thermometer  are  part  of  the  outfit  indis- 
pensable for  the  simplest  mining  laboratory.  Ordinary  baro- 
meters cannot  be  used  for  exact  measurements.  The  best  plan 
is  to  have  one  of  Bunsen's  siphon  barometers  with  the  scale 
engraved  upon  the  barometer  tube  itself,  or  a  good  aneroid  duly 
checked  by  comparison  with  a  mercurial  barometer.  The  ther- 
mometer must  be  graduated  at  least  into  half-degrees,  and  may 
conveniently  be  hung  up  upon  the  barometer  itself.    It  is  self- 
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evident  that  this  piece  of  apparatus  must  not  be  placed  near  the 
fireplace,  whilst  the  measurements  are  being  made  at  the  window. 

As  a  source  of  electricity  for  heating  the  platinum  wire  in 
making  methane  determinations,  accumulators  are  to  be  preferred 
to  any  other,  especially  on  account  of  the  regularity  of  the 
current  they  furnish  and  the  ease  with  which  they  are  handled. 
They  may  be  employed  either  where  there  are  means  of  charging 
them  from  a  dynamo  at  the  mine  or  where  they  can  be  charged 
somewhere  else  in  the  neighbourhood.  In  the  latter  case  portable 
accumulators  are  used.  In  order  to  heat  a  platinum  wire  "35 
mm.  thick  and  7  cm,  long  red-hot,  a  current  of  7  to  8  amperes 
is  necessary,  and  this  is  afforded  with  a  potential  of  4  volts.  Two 
cells  arranged  in  series  will  suffice,  and  it  is  advisable  not  to 
choose  them  too  small.  An  analysis  requires  about  4  ampere- 
hours  from  each  cell.  From  this,  and  from  the  number  of  fire- 
damp analyses  to  be  performed  in  a  given  time,  it  is  easy  to 
calculate  the  necessary  capacity.  It  must  be  remembered  that 
the  accumulators  should  never  be  completely  exhausted,  and  that 
after  standing  unused  for  some  time  their  strength  is  diminished. 

If  circumstances  prevent  the  use  of  accumulators,  the  best 
plan  is  to  employ  large  Bunsen  cells.  Two  of  these  coupled 
in  series  afford  the  necessary  potential,  but  as  this  begins  to 
diminish  after  a  time,  it  is  advisable  to  have  a  reserve  cell, 
which  can  be  introduced  when  the  platinum  begins  to  glow  less 
vividly.  If  Bunsen  cells  are  used  for  a  long  time,  the  acid 
vapours  given  off  become  troublesome,  on  which  account  it  is 
preferable  to  place  the  battery  outside  the  laboratory  and  bring 
in  the  current  by  thick  copper  wires  to  a  couple  of  binding 
screws  on  the  laboratory  bench.  The  acid  should  be  poured  in 
just  before  use  and  emptied  immediately  afterwards ;  in  this 
manner  it  can  be  used  over  and  over  again.  If  the  amalgamation 
of  the  zinc  cylinder  has  become  defective,  a  few  drops  of  mercury 
should  be  put  into  the  liquid.  Otherwise  both  the  zinc  and  the 
acid  would  soon  be  used  up. 

For  weighing  the  reagents  and  barium  hydroxide  a  good 
ordinary  balance  of  small  size  suffices.  In  weighing  the  necessary 
quantity  of  oxalic  acid  for  preparing  the  gas-normal  solution, 
a  delicate  balance  is,  however,  required,  which  will  turn  with  at 
least  1  mg.  with  a  load  of  50  grms.  A  regular  analytical  balance 
in  a  glass  case  is  not  imperatively  necessary.  In  case  of  necessity 
a  pair  of  good  apothecary's  hand-scales  may  be  made  to  do  the 
work.  In  any  case,  it  is  advisable  to  keep  the  balance  in  a 
different  room  from  that  in  which  the  acid  vapours  are  given  off 
by  the  battery,  and  to  protect  it  from  dust  by  a  cover. 


ARRANGEMENT  OF  THE  LABORATORY. 


61 


If  volumetric  determinations  of  carbonic  acid  or  methane  are 
not  performed  often  enough  to  make  it  worth  while  procuring 
a  good  balance,  the  ready-made  normal  solution  of  oxalic  acid 
may  be  purchased. 

No  rules  applicable  to  every  case  can  be  laid  down  as  regards 
the  inventory  of  apparatus  required  for  a  mining  laboratory :  it 
must  depend  upon  the  nature  of  the  proposed  investigations.  If 
only  methane  and  carbonic  acid  are  to  be  determined,  a  Hesse 
and  a  Winkler  apparatus  will  suffice,  and  they  require  nearly 
the  same  subsidiary  outfit.  If  complete  analyses  of  mine  air 
have  to  be  carried  out,  Hempel's  apparatus  must  likewise  be 
procured.  In  certain  circumstances,  that  is  to  say,  in  so-called 
non-fiery  mines,  which  have  a  great  deal  of  carbonic  acid,  such 
as  mmes  m  brown  coal,  Winkler's  carbonic  acid  apparatus  alone 
may  satisfy  all  the  requirements. 

From  the  following  list  of  the  apparatus  and  accessories 
employed  m  testing  mine  air,  the  mining  engineer  will  easily  be 
able  to  select  what  he  requires  for  his  purposes. 

List  of  the  Apparatus  and  Accessories  required  for  the  Chemical 
Investigation  of  Mine  Ai7'^ 

For  talcing  Samples. — Several  collecting  cylinders  made  of  sheet 
zinc,  with  india-rubber  corks,  or  closed  by  lever  and  washer 
arrangement,  containing  5  litres  or  10  litres. 

A  stand  for  supporting  the  cylinders. 

A  pair  of  india-rubber  corks  bored  through  with  bent  glass 
tubes  and  two  screw  pinchcocks. 

For  Volumetric  Analysis. — One  Hempel's  burette  with  connect- 
ing tube  and  glass  tube  10  cm.  long. 

A  simple  Hempel's  pipette  for  caustic  potash. 

A  phosphorus  pipette. 

Two   compound  pipettes   for  pyrogallic  acid   and  cuprous 
chloride. 

A  small  wooden  bench. 

Several  connecting  capillary  tubes. 

A  few  small  pinchcocks. 

Several  glass  rods  and  small  corks  for  closing  the  gas  pipettes. 
One  metre  of  thick  india-rubber  tubing  about  2    mm.  in 
diameter  inside  and  G  mm.  outside.^ 

•  All  the  apparatus,  accessories,  and  reagents  are  supi)lied  by  Franz 
Hugershoff,  13  Carolinenstrasse,  Leipsic. 

^  India-rubber  tubing  becomes  hard  and  stiff  when  kept  in  cold  rooms  ;  it 
becomes  soft  again  if  it  is  brought  into  a  warm  place  or  if  put  into  warm 
water. 
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Thin  covered  copper  wire  for  wiring  the  india-rubber  tubes. 

Keagents  :  Potassium  hydroxide,  pure. 

Phosphorus  in  thin  sticks. 
Pyrogallic  ucid. 
Cuprous  chloride. 
Sal  ammoniac. 
Concentrated  ammonia. 

Or  :  A  Lindemann- Winkler  apparatus  for  determining  oxygen 
and  a  Winkler  apparatus  for  determining  carbonic  acid. 

For  Titration. — Two  absorption  flasks  of  about  1000  and  two  of 
about  2000  c.c,  with  india-rubber  corks  and  glass  rod  stoppers 
(for  carbonic  acid  determinations  according  to  Hesse,  and  methane 
determinations  according  to  Winkler). 

Two  pairs  of  electrodes  with  india-rubber  corks  having  three 
holes,  and  one  glass  rod  stopper.  A  few  pieces  of  platinum  wire 
0"35  mm.  thick  and  8  cm.  long. 

One  cooling  vessel  of  sheet  zinc,  with  holder. 

One  burette  fitted  as  in  fig.  15,  and  graduated  into  -1  c.c, 
with  nozzle  10  cm.  long  and  float. 

A  store  bottle  for  normal  baryta  water  with  siphon  discharge 
and  soda-lime  tube. 

One  burette  with  glass  tap  holding  30  c.c,  graduated  into  -1  c.c, 
with  outlet  nozzle  10  cm.  long,  and  one  measuring  pipette  holding 
10  cc 

One  small  funnel. 

Several  conical  flasks. 

As  source  of  electricity  :  Either  two  accumulator  cells  or  three 
large  Bunsen  elements  with  binding  screws. 

Several  metres  of  copper  wire  1  mm.  thick  insulated  by  gutta 
percha. 

A  measuring  flask  holding  1  litre,  with  glass  stopper. 
A  balance,  with  set  of  weights. 
Reagents  :  Crystallised  barium  hydroxide. 

Chemically  pure  crystallised  oxalic  acid. 

Phenolphthalein  solution,  1  :  1000. 
For  determining  Goat  Dust. — One  box  with  two  filter  tubes. 
For  General  Purposes. — A  good  barometer. 
A  thermometer,  0  to  30°  C,  graduated  to  '5  degree. 
Several  stoppered  glass  flasks  holding  1  litre. 
A  few  metres  of  ordinary  india-rubber  tubing  of  4-5  mm. 
diameter  internally. 
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MEASUREMENT    OF  AIR- 
AND  FIEE-DAMP  AT 
CHAMP  COLLIERIES. 


CURRENTS 
THE  RON- 


INTEODUCTION. 

The  Ronchamp  Collieries  are  decidedly  liery.  Fire-damp  is 
not  harmless  unless  it  is  diluted  in  all  parts  of  the  mine  with 
a  large  quantity  of  air.  Consequently,  for  fighting  it  successfully 
it  is  necessary  to  know  at  the  outset : — 

(1)  The  quantity  of  air  sent  into   the   workings,  and  the 
manner  in  which  this  air  is  distributed. 

(2)  The  quantity  of  fire-damp  given  off. 

Hence  it  is  necessary  to  make  two  kinds  of  tests  :  

(1)  Measurements  of  the  quantity  of  the  air. 

(2)  Analyses  of  the  air. 

These  measurements  and  analyses  have  been  carried  on 
systematically  for  a  long  time  at  Ronchamp,  and  constitute  one 
of  the  subjects  requiring  greatest  attention  from  the  officials  at 
the  mine. 

A  knowledge  of  the  quantities  of  air  circulating  in  a  district 
and  of  the  quantity  of  fire-damp  given  off  from  the  workings 
enables  the  maximum  output  of  the  district  to  be  fixed,  if  a 
rule  is  made,  as  is  done  at  Ronchamp,  that  a  certain  maximum 
percentage  of  fire-damp  shall  not  be  exceeded. 

The  observations  carried  on  continuously  for  a  number  of 
years  in  our  mines  tell  us  that  in  a  certain  district  a  certain 
seam  gives  off  so  many  cubic  metres  of  fire-damp  per  ton  of  coal. 
When  we  are  arranging  to  work  a  new  district,  we  know  that, 
for  a  given  number  of  tons  to  be  extracted,  a  definite  volume 
of  fire-damp  has  to  be  got  rid  of.    We  stipulate,  for  instance,  that 
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our  return  air-ourreuts  shall  not  contain  more  than  0*5  per  cent, 
of  fire-damp ;  and  we  can  calculate  therefore  at  once  how  much 
air  must  bo  sent  into  the  workings.  If  our  means  of  ventilation 
are  not  sufficient  to  furnish  the  necessary  amount  of  air,  we 
reduce  the  output,  in  order  to  remain  witliin  the  limits  laid  down 
beforehand. 

After  work  in  a  district  has  been  started,  it  may  happen  that 
changes  in  the  ventilation  take  place,  or  that  unexpected  out- 
bursts of  fire-damp  occur,  and  these  are  matters  which  must  be 
remedied  at  once.  It  is  consequently  imperative  that  the 
manager  should  be  posted  up,  at  every  moment  almost,  upon 
the  travel  of  the  air-currents  and  the  amount  of  inflammable  gas 
they  contain. 

If,  in  the  first  place,  the  ventilation  is  carefully  watched,  and, 
secondly,  if  the  air  is  frequently  analysed,  the  manager  will  be 
able  to  keep  himself  thoroughly  informed  upon  both  these  points. 

We  will  now  describe  briefly  how  we  carry  on  these  two  kinds 
of  checks  at  Ronchamp. 

SUPEEINTENDENCE  OF  THE  VENTILATION. 

Eoutine  Observations. — The  ventilation  has  been  tested  regu- 
larly at  Ronchamp  ever  since  the  year  1876. 

The  tests  are  carried  out  by  means  of  a  Casartelli  anemometer 
in  all  the  principal  intake  and  return  air- ways,  with  the  object 
of  determining : — 

(1)  The  mean  speed  of  the  fans. 

(2)  The  depression  of  water-gauge  produced  by  them. 

(3)  The  depression  produced  by  other  causes  besides  the  fans 
(owing  to  the  depths  of  the  pits,  this  depression  is  far  from  being 
negligible). 

(4)  The  quantity  of  air  circulating  in  the  workings  in  conse- 
quence of  the  artificial  and  the  natural  ventilation. 

(5)  The  "equivalent  orifice"  of  the  mine  and  of  its  sub- 
divisions. 

(6)  The  "  splitting"  of  the  air-currents  in  the  mine. 

(7)  The  depression  of  water-gauge  in  each  district. 

(8)  The  temperatures  of  the  different  splits  of  air,  particularly 
at  the  farthest  points. 

Each  pit  has  its  own  special  ventilating  appliances,  and  these 
are  in  duplicate,  so  that  one  set  is  always  idle  and  ready  to  start 
in  case  an  accident  should  happen  to  the  one  in  use. 

The  ventilating  appliances  are  under  the  direct  orders  of  the 
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under-manager,  and  their  speed  must  not  be  altered,  nor  must 
any  change  be  made  in  them  without  his  orders.  If  some  un- 
expected accident  makes  it  necessary  to  change  from  one 
ventiUitmg  appliance  to  the  other,  the  foreman  miner  and  the 
under-manager  must  be  informed  immediately,  and  the  men 
must  be  withdrawn  from  the  mine  if  the  interruption  of  the 
ventilation  has  to  last  more  than  ten  minutes 

An  order  posted  in  the  fan-room  indicates  the  number  of 
revolutions  to  be  made  by  the  fan,  and  this  speed  must  be  strictly 
observed  until  it  is  altered  by  a  new  order  signed  by  the  under- 
manager. 


The  machmery  is  stopped  for  oiling,  and  for  examining  the 
moving  parts,  twice  a  day,  at  hours  strictly  laid  down  by  the 
under-manager,  and  when  there  is  no  one  in  the  mine  These 
stoppages  must  not  exceed  ten  minutes  as  the  maximum  *  Should 
any  defect  be  discovered  during  the  stoppage,  which  would 
prevent  the  machmery  from  being  re-started  immediately  the 
under-manager  and  foreman  miner  are  informed  without  delay 
and  it  is  their  business  to  take  all  necessary  measures 

The  under-manager  knows  whether  his  ventilating  appliances 
are  working  properly  by  the  self-registering  water-gauges  The 
sheet  of  paper  upon  which  the  diagram  has  been  traced  is  taken 
off  every  day  at  noon  by  the  foreman  miner,  who  then  inserts  a 
fresh  sheet.  He  makes  a  note  of  the  irregularities  in  the  running 
and  reports  them  if  necessary.  The  sheet  is  then  sent  to  the 
official  in  charge  of  the  ventilation,  who  files  it,  after  having 
drawn  the  line  of  average  depression  of  water-gauge.  In  addition 
to  changing  the  water-gauge  sheet,  the  foreman  miner  notes  down 
daily  the  number  of  revolutions  of  the  engine  as  indicated  by  a 
counter.  ":i 

Besides  the  self-registering  water-gauge,  an  ordinary  water- 
gauge  consisting  of  a  U-tube  containing  water  is  placed  in  the 

IndTn^h  ?r  °  ^T^;  "P"^  '°  ^-^t^™^'^  atmosphere, 
and  to  the  other  is  attached  a  copper  tube  of  the  same  diameter 

which  IS  carried  into  the  fan-drift  near  the  fan.  It  opens  exactl^ 
at  right  angles  to  the  direction  of  the  current,  at  a  point  where 
the  latter  is  weak. 

As  already  stated,  the  ventilation  tests  are  made  by  an  official 
and  an  assistant  by  means  of  a  Casartelli  anemometer,  suitably 
standardised  beforehand  for  determining  the  small  velocities  for 
which  the  usual  formula  V  =  a-f     is  not  applicable 

The  ordinary  observations  for  ventilation  are  always  made  at 
the  same  part  of  the  day,  between  noon  and  5pm  As  the 
volumes  are  observed  during  the  warmest  mean  period  of  the  day 
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they  are  the  smallest  possible,  because  the  depression  of  water- 
gauge  from  natural  causes  is  then  smallest.  The  proportion  of 
fire-damp  in  the  air  is  at  the  same  time  greatest,  because  it  is  then 
that  the  largest  quantities  of  coal  are  being  handled  in  the  mine. 
And,  further,  as  the  fan  is  stopped  at  5  p.m.  for  oiling,  this 
stoppage  is  utilised  to  gauge  the  natural  draught  and  the 
corresponding  compression  in  the  fan-drift. 

In  making  the  ventilation  tests,  the  following  operations  and 
calculations  are  carried  out : — 

First  of  all  the  observer  writes  down  in  his  note-book  {before 
beginning  his  tests)  the  number  on  the  engine  counter;  and  he 
again  notes  the  number  at  the  end  of  his  tests.  The  difference 
gives  the  number  of  revolutions  of  the  fan  during  the  time  which 
has  elapsed,  and  consequently  the  average  speed  of  the  fan. 

Places  are  chosen  for  the  observations  underground  in  road- 
ways which  are  timbered  or  walled,  and  which  present  an  easily 
measured  cross  section,  and  are  as  far  as  possible  in  solid  ground 
so  as  to  avoid  leakages  of  air ;  as  a  rule  the  place  for  the  test  is 
a  roadway  lined  with  steel  frames  well  lagged  with  planks.  Any 
openings  around  the  frames  are  carefully  filled  up  so  as  to  make 
all  the  air  pass  through  the  visible  part  of  the  roadway. 

The  observer  first  fixes  the  thermometer  on  the  side  of  the 
roadway,  and  leaves  it  there  till  the  end  of  the  experiment ;  he 
thus  obtains  the  temperature  of  the  air.  A  lamp  is  hung  up  a 
little  in  front  of  the  frame  where  the  test  will  be  made ;  it  gives 
the  observer  light,  while  leaving  his  hands  free. 

The  anemometer  is  fixed  on  the  end  of  a  rod  or  stick  1*20  m. 
(4  ft.)  long,  and  the  observer  without  altering  his  position  in  the 
least  holds  the  instrument  at  arm's  length  so  that  it  faces  square 
to  the  current,  and  moves  it  slowly  but  methodically  over  the 
whole  of  the  section  of  the  roadway.  The  observer  should  keep 
his  body  rigid  and  move  nothing  but  his  arm. 

On  starting  his  anemometer,  the  observer  makes  a  signal,  and 
his  assistant,  starting  a  stop-watch,  calls  out  every  tenth  second 
loudly.  At  the  fiftieth  second  the  operator  disengages  his 
instrument.  By  this  time  he  ought  to  have  passed  over  the 
whole  of  the  section  of  the  roadway,  which  is  easily  accomplished 
with  a  little  practice.  The  test  is  invariably  repeated  a  second 
time.  The  operation  is  concluded  by  reading  the  thermometer 
and  the  barometer  and  by  taking  the  principal  dimensions  of  the 
section  of  the  roadway.  The  area  is  then  determined  at  the 
surface  by  the  planimeter  or  by  calculation.  Finally  the  observer 
notes  the  time  at  which  the  experiment  was  made. 

When  there  are  doors  in  a  roadway  for  the  purpose  of  causing 
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the  air  to  take  some  definite  course,  the  observer  notes  the 
barometric  pressure  on  both  sides  of  the  door. 

The  number  of  observations  needed  is  naturally  more  or  less 
great  according  to  the  importance  of  the  district 

On  going  back  to  the  surface  the  observer,  as  already  said, 
notes  the  number  of  revolutions  marked  by  the  counter  of  the 
tan,  and  calculates  the  mean  velocity  during  the  making  of  the 
observations.  He  then  goes  into  the  fan-drift  and  measures  the 
air-current  which  is  passing,  at  the  same  time  counting  the 
number  of  revolutions  made  by  the  fan,  which  is  easily  done  by 
hstenmg  to  the  sound.  He  also  notes  the  temperature  and  the 
pressure. 

Returning  to  the  fan-room,  he  notes  the  water-gauge  and  the 
velocity  at  that  precise  moment. 

He  repeats  these  observations  twice  after  altering  the  speed 
of  the  engine.  Lastly,  he  has  the  fan  completely  stopped,  and  at 
the  end  of  seven  or  eight  minutes  he  reads  oflF  from  the  water- 
gauge  the  compression,  and  measures  the  quantity  of  air  With 
these  three  speeds,  giving  three  depressions  and  one  compression, 
the  curves  of  the  depressions  can  be  drawn.  (See  curve  of  the 
calculated  depressions,  fig.  22.) 

From  this  curve  it  is  possible  to  determine,  with  a  sufficient 
degree  of  approximation,  what  was  the  depression  of  Avater-gau^e 
at  the  precise  moment  when  the  observer  was  measuring  the  air 
current  in  the  fan-drift,  when  he  was  only  able  to  note  the 
number  of  revolutions.^ 

The  observer  will  also  be  able  to  calculate  what  water-gauge 
corresponds  to  the  average  speed  of  the  day.  He  arrives  at  this 
from  the  number  of  revolutions  indicated  by  the  counter  at  the 
beginning  and  at  the  end  of  the  observations.  These  various 
depressions  are  depicted  upon  the  curve  of  which  we  speak  If 
we  examine  this  curve,  we  shall  see  that  when  the  fan  is  stopped 
a  conapression  is  produced  in  consequence  of  the  resistance  which 
the  air  encounters  in  escaping  from  the  fan-drift.  When  the  fan 
IS  started  this  compression  diminishes,  and  ends  by  disappearing 
when  a  certain  speed  is  reached. 

^  Tills  depression  may  be  calculated  by  the  formula— 

A' =  calculated  mechanical  depression  corresponding  to  N,  revolutions  ner 
minute,  ^ 

A  =  observed  mechanical  depression  corresponding  to  N  revolutions  uer 

minute.  ^ 
Ao  =  observed  compression  during  stopj)age  of  fan. 
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On  the  other  hand,  the  volume  of  air  passing  through  the  drift 
when  the  fan  is  stopped  is  the  consequence  of  tlie  natural  de- 
pression minus  the  compression. 

If  we  recollect  tiiat  the  volume  of  air  passing  is  proportional  to 
the  square  root  of  the  depression  which  causes  the  current,  it  is 
evident  that  we  have  all  the  data  for  calculating  this  natural 
depression.  A  simple  rule  of  three  sum  will  tell  the  difference 
between  the  natural  depression  and  the  compression,  and, 
consequently,  the  exact  value  of  the  former.  When  this  is 
known,  it  is  easy  to  ascertain  the  volume  of  air  which  would  be 
due  to  it  with  openings  unimpeded. 


Square  oF natural  volume 
 wi^Jree  opening. 

Square  oF observed  volume 
 £3njto££ed._ 


Depression 


Yin.  21. 


It  is  also  possible  to  calculate  the  volume  corresponding  to  any 
depression  which  has  been  observed,  and  especially  the  volume 
corresponding  to  the  mean  depression  calculated  in  the  manner 
pointed  out  above. 

In  order  to  determine  all  these  volumes  easily,  a  diagram 
(figs.  21  and  23)  is  constructed  from  the  data  obtained  by  the 
experiments,  in  which  the  abscissae  are  proportional  to  the 
depressions  and  the  ordinates  to  the  squares  of  the  corresponding 
volumes. 

The  diagram  of  the  depressions  and  the  diagram  of  the  volumes 
are  constructed  every  month  for  each  fan  and  kept  in  the  oflice. 
These  data  furnish  the  means  of  calculating  the  equivalent 
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orifice  of  the  mine,  that  is  to  say,  the  area  of  an  orifice  in  a  thin 
plate  which  with  the  depression  at  tlie  observed  time  of  measur- 


FiG.  22. 


Mean  volume  driyenjyja_n_  y3m=3f-SJjb.  metresjalculated } 
Observed  volume  30-9=  V954~-8 


Natural  volume.  Free  opening 
Yl33=J_5J6cb^metreilcaJculatjcl) 

Observed  natural  volume  ll35=Vi^. 


J)mpressit^3mm 
Natural  depr^sion29jnm.  ^ 


:  Mean_depj-essiojj_96-5mm_  >  i 

•^'j.-iL-'±-u.-:^jObsjryidjnechanJ^^^ 
!«-  ][°P1  iep_r^s[on  causing  Urecuj;rentJ25j mm .  ^ 

Fig,  23. 


ing  would  give  a  volume  of  air  equal  to  that  measured  during  the 
experiment. 
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Example. — (Quantity  of  air  circulating  through  the  workings, 
35'2  cubic  metres  per  second,  at  a  pressure  of  716-5  mm.  of 
mercury;  temperature,  18 •4°  C.  ;  total  depression,  \-10-f>  mm.  of 
water-gauge. 

The  weight  of  a  cubic  metre  of  air  at  760  mm.  and  at  0°  C.  is 
1'293  kilogrammes. 

The  weight  of  a  cubic  metre  of  air  at  716'5  mm.  and  at 
18'4°  C.  is  1'144  kilogrammes. 

The  density  of  this  air  at  716-5  mm.  and  at  18-4°  C.  is  of 
water;  the  total  depression,  measured  as  a  column  of  air,  is 
therefore  0  1205  x  874  =  105-32  metres. 

The  velocity  of  flow  per  second  is  given  by  the  formula — 

V  =  sl2gh  =  72  X  9-8088  x  105-32  =  45-45  metres. 

The  theoretical  section  is  therefore  and  the  practical 

45-45 

,.  35-20 

section  =1-19. 

0-65  X  45-45 

Following  Murgue,  we  no  longer  calculate  the  equivalent  orifice 
in  this  manner,  but  simply  apply  the  formula — 

0  =  0-38^^"^^;-^^""^  =  0-38  ^=1-21. 
sih  V12O-5 

A  resume  of  all  the  information  obtained  from  the  ventilation 
experiments  is  entered  in  the  form  of  a  table  in  the  official  journal 
of  the  mine  at  the  head  of  the  report  which  has  to  be  written  in  it 
every  month  by  the  under-manager  in  charge  of  each  pit  upon  the 
progress  of  the  work.    A  copy  of  this  table  is  given  below  (p.  73). 

A  copy  is  also  given  to  the  general  manager,  and  to  the  chief 
under-manager. 

Ventilation  Plans.— Further,  the  official  in  charge  of  the 
ventilation  prepares  every  month  a  plan  of  the  workings  in  each 
district,  on  which  he  shows  the  direction  of  the  air-currents,  the 
volumes  passing  at  the  principal  points,  the  ventilating  doors,  the 
ventilating  pipes,  etc. 

One  of  these  plans  is  given  to  each  under-manager,  and  day  by 
day  during  the  following  month  he  notes  down  any  modifications 
made  in  the  arrangement  of  the  doors  or  the  distribution  of  the 
air-current,  and  the  driving  or  the  filling  up  of  any  roadways. 
The  manner  in  which  the  ventilation  is  arranged  is  thus  always 
known. 

All  these  ventilation  plans  are  kept ;  they  are  easily  prepared, 
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Equivalent  Orifice— S=0'38;^  (Muigue's 
 Formula).  V=gross  volume. 


OD 

go 


Total  causing  the  Current. 


Other  (Calculated). 


Mechanical  (Observed). 


Current  circulating  in  tlie  Mine  in  Cubic  Metres 
per  second. 


Temperature  of  the  Current  leaving  the  Mine. 


Proportion  of  Fire-damp  in  the  Forced  Current 
(in  thousandths). 
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Volume  Reduced  to  0°  and  760  mm. 


Volume  Observed.   Cubic  Metres 
per  second. 


Mean  Speed  of  the  Fans. 


Theoretical,  with  Shaft  Open. 


Approximate  Orifice  of  Passage 
in  Square  Metres. 


.3  J) 

S  3  fci 


Volume  reduced  to  Normal 
Cubic  Metres  per  second. 


r-i 
CO 


Compression  of  Passage. 


External  Temperature. 


Barometric  Pressure  at  the  Offices 
in  mm.  of  Mercury. 
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as  they  arc  made  upon  tracing-paper,  and,  consequently,  there  is 
no  trouble  in  making  fresh  ones  every  month. 

Ventilation  Register. — Lastly,  a  special  ventilation  register  is 
kept  by  the  official  entrusted  with  the  monthly  experiments. 
This  register  is  simply  the  resume  for  each  month  of  the  state- 
ments and  plans  which  we  have  just  mentioned. 

The  following  is  a  copy  of  a  page  of  this  register  for  the  month 
of  March  1897  :— 


Pit. 

Name  of  the  Current. 

Inflow, 

Outflow, 

Total 
Outflow. 

Magny  pit 

Loss  at  the  hooking-on  places 
Third  f  ^o^*-^'^!'"  district,  1st  seam 
Levell  Southern  district,  2nd  seam 
I,  Eastern  district,  2nd  seam 
Western  district,  8 '23,  of  which 
0'15  goes  to  the  Chanois 

0-90 

7-  20 
9-20 
6-14 

8-  23 

0-90 

7-  20 
9-20 
6-14 

8-  08 

31-52 

Chanois  pit 

Losses  at  the  hooking-on  places  at 
the  lirst  levels 

1 1st  seam  South 
2nd   seam    South,  Pope 
Third_  sinking 
Level  1 1st  seam  North 

2nd  seam  North,  roof 
2nd  seam  North,  floor 

1-50 

6-0 
5-21 

5-54 

11-  26 

12-  05 

1-50 

6-0 
5-21 

5-54 
11-26 
12  05 

From  Magny  to  Chanois 

0-15 

41-71 

ANALYSES  OF  MINE  AIR, 

Ever  since  the  month  of  November  1891,  a  special  service  has 
existed  at  the  Ronchamp  Collieries  for  the  purpose  of  determining 
the  quantity  of  fire  damp  in  the  workings. 

We  have  been  led  to  organise  this  service  in  consequence  of  the 
experiments  of  M.  Le  Chatelier  upon  the  limit  of  inflammability  of 
gaseous  mixtures. 

Object  of  the  Control  Service, — Our  object  is  : — 

(1)  To  know  each  day  the  exact  proportion  of  fire-damp  in  all 

the  return  air-ways  and  in  the  workings. 

(2)  To   determine   periodically   the   nature  of   the  gases 

enclosed  in,  or  given  off  from,  the  goaf. 

(3)  To  analyse  the  air  of  cavities  in  the  roof,  or  gas  from 

fissures,  faults,  etc. 
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These  experiments  enable  the  amount  of  the  outflows  of  fire- 
damp and  their  variations  to  be  followed  day  by  day,  and  they  are 
of  great  use  in  studying  the  ventilation  of  the  mine. 
Taking  the  Samples. — The  samples  of  air  are  taken  : — 

(1)  On  leaving  the  last  working  face  of  each  district  of  the 
mine. 

Before  arriving  at  the  upcast  shaft. 

At  points   which   it    is    desired    to    supervise  more 
specially. 

In  the  goaf  or  in  the  stowing,  by  means   of-  special 


(2) 
(3) 

(4) 


arrangements. 


The  samples  are  taken  by  the  subordinate  officials  in  the 
following  manner : — 

(1)  Where  samples  are  regularly  taken  at  the  same  place  (tops 
of  working  places,  main  return  air- 
ways, etc.),  bottles  are  placed  on  a 
support  at  half  the  height  of  the 
roadway,  at  a  point  where  they  will 
not  interfere  with  the  current. 

The  bottles  hold  1|  litres,  and  have 
the  form  shown  in  fig.  24.  They  are 
placed  so  that  the  lower  aperture  faces 
the  air-current.  Twenty-four  hours 
afterwards,  the  appointed  official  closes 
the  upper  and  lower  apertures  with 
india-rubber  stoppers,  and  carries 
away  the  bottle,  leaving  another  in 
its  place  for  the  next  sample. 

Each  bottle  has  a  label  affixed 
showing  the  place  where  the  sample 
was  taken  and  the  date. 

(2)  Where  samples  are  taken  only 
occasionally,  and  where  it  might  be  inconvenient  to  leave  a 
bottle,  the  official  contents  himself  with  emptying  the  bottle 
previously  filled  with  water;  he  then  corks  it  up  and  carries 
it  away. 

(3)  When  it  is  necessary  to  take  a  sample  from  some  special 
point  in  a  roadway,  such  as  a  cavity  in  the  roof,  or  fissure,  etc., 
the  bottle  is  filled  with  water^  and  a  stopper  provided  with  a  cork 
is  inserted  into  the  upper  neck,  and  a  piece  of  india-rubber  tube 
is  attached  to  the  stopper.  The  end  of  this  tube  is  put  into  the 
cavity  or  fissure,  and  the  bottle  is  placed  as  close  as  possible  to 
the  place  whence  the  sample  is  required.  The  lower  cork  is 
taken  out  (or  if  a  tap  has  been  fitted  on,  it  is  opened),  the  water 


Fig.  24.— Sampling  Bottle. 
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runs  out,  and  the  bottle  becomes  filled  with  the  gas  from  the 
cavity.  Another  simple  plan  is  to  empty  an  ordinary  bottle 
previously  filled  with  water. 

(4)  In  order  to  take  samples  of  the  gases  in  the  goaf,  small 
chambers  about  2  ra.  by  2  m.  are  left  in  the  middle  of  the  stowing, 
and  a  pipe  is  taken  from  the  chamber  into  the  roadway  above 
(fig.  25). 

As  the  stowing  proceeds  the  chamber  is  soon  completely 
isolated,  and  samples  may  begin  to  be  taken.     Air  is  drawn 


Fig.  25. 

out  of  the  chamber  by  means  of  a  small  pump  and  forced  into 
the  sample  bottle.  The  bottles  are  arranged  in  boxes,  each 
holding  six,  and  they  are  easily  carried  about :  they  are  brought 
to  the  shaft  and  sent  up  to  the  analyst. 

Principles  of  the  Method  of  Analysis. — The  method  which  we 
employ  in  our  air  tests  is  based  upon  the  fact  that  the  limit  of 
inflammability  of  a  gas  (that  is  to  say,  the  amount  of  this  gas 
which  must  be  added  to  air  to  obtain  a  combustible  mixture)  is  a 
definite  quantity,  measurable  with  exactness. 

M.  Le  Chatelier  has  determined  this  limit  of  iuflammability  for 
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ordinary  combustible  gases,  and  he  has  also  verified  the  correctness 
of  the  principle  enunciated  above. 

The  limit  of  inflammability  of  methane  has  been  found  to  be 
6*1  per  cent.;  this  means  that,  supposing  a  mixture  of  air  and 
methane  in  the  proportion  of  93'9  per  cent,  of  the  former  and  6"1 
per  Qent.  of  the  latter  to  be  placed  in  a  test  tube  and  a  lighted 
match  to  be  applied  to  the  mouth  of  it,  combustion  will  take 
place  around  the  flame,  but  will  not  propagate  itself  much 
beyond.  If  the  mixture  contains  6 "2  per  cent,  of  methane  the 
combustion  is  complete.  If  there  is  only  6"0  per  cent,  there  is  no 
sign  of  ignition. 

Now  suppose  that  we  have  a  mixture  of  air  and  methane  which 
is  not  inflammable,  and  want  to  determine  the  percentage  of 
combustible  gas.  Mix  some  pure  methane  with  some  of  the 
sample,  and  let  the  total  volume  represent  100.  Try  with  a 
match  whether  the  mixture  is  inflammable,  and  go  on  repeating  the 
experiment  with  varying  quantities  of  methane  until  the  exact 
limit  is  reached.  Let  a-  be  the  quantity  added  in  this  last  case. 
Then 

6-1  -  a; 

will  represent  the  percentage  of  fire-damp  contained  in  the  sample. 
Such  is  the  principle  of  the  method  of  analysis. 

The  combustible  part  of  fire-damp  is  composed  principally  of 
methane;  sometimes  there  is  a  very  small  quantity  of  hydrogen 
(never  more  than  1  per  cent.^  as  has  been  proved  by  direct 
analyses),  and  never  any  ethane.  Therefore,  fire-damp,  or  rather 
the  inflammable  part  of  the  fire-damp,  may  be  regarded  without 
any  sensible  error  as  pure  methane  when  determining  the  limit  of 
inflammability  in  practice.  Therefore,  in  order  to  determine  the 
amount  of  fire-damp  in  mine  air,  all  that  is  necessary  is  to  add 
methane  until  the  limit  of  inflammability  is  reached ;  and 
although  it  cannot  be  said,  strictly  speaking,  that  the  sample 
analysed  contains  such  and  such  a  percentage  of  fire-damp,  we 
shall  always  be  within  the  truth  in  saying  that  it  behaves  like  a 
mixture  with  so  many  per  cent,  of  methane.  This  will  sufifice, 
because  the  object  of  the  test  is  not  so  much  to  make  an  exact 
analysis  of  the  sample  as  to  measure  its  approach  to  explosiveness. 
I  have  said  that  in  practice  it  is  impossible  to  say  with  certainty 
from  the  analysis  by  this  method  that  the  air  contains  so  many 
per  cent,  of  fire-damp,  and  one  reason  of  this  is  that  experiments 
have  shown  beyond  a  doubt  that  the  composition  of  the  air  afi'ects 
the  limit  of  inflammability. 

If  (i'l  per  cent,  of  methane  are  required  with  normal  air  to 
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reach  ihe  limit,  more  than  6-1  per  cent,  will  be  required  to  reach 
this  limit  with  air  containing  less  oxygen  or  more  carbonic  acid 
than  normal  air.  This  is  precisely  what  happens  in  the  goaf, 
where  an  increase  in  the  percentage  of  carbonic  acid  is  ac- 
companied by  a  decrease  in  the  per- 
centage of  oxygen. 

From  the  point  of  view  of  inflamma- 
bility, the  atmosphere  of  the  goaf  is  in 
the  same  condition  as  a  certain  mixture 
of  air  and  pure  methane,  which  the 
system  of  analysis  we  are  about  to  ex- 
plain will  enable  us  to  determine,  but 
in  reality  there  may  be  much  more 
fire-damp  present  than  appears  by  this 
method.  If  it  is  considered  desirable  to 
ascertain  exactly  what  this  quantity  is, 
another  method  of  analysis  must  be 
employed.  One  per  cent,  of  carbonic 
acid  modifies  the  limit  of  inflammability 
by  one  per  thousand ;  it  is  easy,  there- 
fore, to  make  the  correction  in  the  case 
of  there  being  small  quantities  of  COg  in 
the  air  to  be  analysed. 

Tn  studying  the  atmosphere  of  the 
goaf  in  order  to  ascertain  the  nature 
of  the  inflammable  gases  which  would 
be  introduced  into  the  roadways  in 
consequence  of  a  drop  in  the  barometer 
or  a  heavy  fall  of  roof,  it  is  necessary  to 
take  the  exact  percentage  of  fire-damp 
into  account,  and  in  this  case  the 
determination  by  limit  of  inflammability 
should  be  replaced  by  a  second  method 
which  I  will  describe  later  on. 
Process  of  Analysis. — The  method 
iX       depends  upon  the  mixture  of  the  sample 

17  n/.  T  ^UA.  ,.  ,  rn  1-  'with  a  certain  quantity  of  methane:  it 
Fig.  26. — Le  Chateher's  Tube  •    , ,      r  ^         /    ,  '  i 

for  Fire-damp  Estimation.       therefore  necessary  to  have  a  supply 

of  this  gas  for  the  purpose.  But  there 
is  no  advantage  in  having  it  pure ;  all  that  is  necessary  in  the 
case  of  its  not  being  pure  is  to  determine  its  limit  of  inflamma- 
bility. The  best  gas  to  use  is  fire-damp  itself  coming  from  a  blower 
in  the  mine  or  collected  bubble  by  bubble  over  water  in  a  trench, 
as  we  do  at  Ronchamp.    However,  the  fire-damp  taken  should  be 
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as  pure  as  possible  :  generally  speaking,  the  fire-damp  employed 
by  us  contains  from  80  to  90  per  cent,  of  methane. 
An  analysis  comprises  two  operations  : — 

(1)  Determination  of  the  standard  or  limit  of  inflammability  of 

the  fire-damp  used  as  a  reagent.   This  is  the  standardising. 

(2)  The  analysis  properly  so  called. 

For  these  two  operations  we  make  use  of  the  test  tube  which 
M.  Le  Chatelier  employed  in  his  experiments  upon  the  limits  of 
inflammability.  It  is  a  glass  tube  (fig.  26)  35  mm.  (I'i  inches)  in 
diameter,  contracted  at  the  lower  end  so  that  it  may  be  closed 
witli  the  thumb.    The  upper  part  is  a  cylinder  of  small  diameter 


Fig.  27. 


divided  into  tenths  of  a  cubic  centimetre,  and  holding  20  c.c.  The 
total  capacity  of  the  test  tube  up  to  the  circular  mark  6  cm. 
(2-4  inches)  from  the  opening  in  the  base  is  200  c.c. 

Standardising. — The  fire-damp  or  methane  used  as  a  reagent 
is  kept  in  a  large  bottle  closed  by  an  india-rubber  cork  with  two 
perforations  (fiir.  27).  Into  one  of  the  holes  a  tube  with  a  tap  E, 
is  inserted,  and  it  reaches  down  to  the  bottom  of  the  bottle ;  the 
other  hole  takes  a  screw  cock  R'  (fig.  28),  which  serves  to  regulate 
the  outflow  of  the  gas.  To  the  nozzle  of  the  tap  is  soldered  a 
piece  of  capillary  copper  tube  which  reaches  down  to  a  pneumatic 
trough. 
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The  tap  R  is  placed  in  comnmnication  with  a  reservoir  of 
water  placed  above  it.  If  R  and  R'  are  both  open,  the  water 
flows  in  gradually,  fills  the  bottle,  and  drives  out  the  gas,  whicli 
escapes  from  the  end  of  the  capillary  tube  in  the  pneumatic 

trough.  The  object  of  the  capillary 
tube  is  to  regulate  the  outflow  of 
the  gas  and  enable  it  to  be  stopped 
at  the  precise  moment  that  R^  is 
shut. 

If  the  diameter  of  this  tube  were 
too  large,  a  bubble  or  two  of  gas 
would  be  given  off  after  R^  was 
shut,  and  it  would  be  impossible, 
or  at  all  events  very  diflicult,  to 
limit  the  amount  let  out  exactly 
to  the  quantity  desired.  Things 
being  arranged  in  this  fashion,  the 
operation  of  standardising  is  per- 
formed as  follows : — 

The  test  tube  is  filled  with  water 
and  then  reversed  over  the  pneu- 
matic trough  immediately  above 
the  capillary  tube,  which  is  bent 
up  slightly.  14  c.c.  of  methane, 
for  instance,  are  allowed  to  pass 
into  the  test  tube,  and  then,  before 
reading  off  the  quantity,  the  tube 
is  lowered  into  the  water  to  make 
the  level  inside  the  tube  agree  with 
that  of  the  trough ;  air  is  now  let 
in  until  the  water  stands  exactly 
at  the  mark  indicating  200  c.c. 
The  test  tube  is  then  taken  in  the 
2S  right    hand ;    closing   the  orifice 

with  the  thumb,  it  is  removed 
from  the  trough,  held  vertically  with  the  graduated  part  below, 
and  shaken.  The  small  quantity  of  water  left  in  the  tube  assists 
in  mixing.  After  two  or  three  shakes,  the  tube  being  kept 
thoroughly  closed  all  the  time,  it  is  held  once  more  upright, 
the  orifice  above.  The  thumb  is  removed  sharply,  and  a  lighted 
match  is  plunged  a  few  centimetres  into  the  gaseous  mixture,  the 
tube  being  kept  quite  still. 

One  of  the  three  following  things  will  happen  : — 

(1)  Combustion  of  the  mixture  for  a  few  centimetres  only. 
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(2)  Complete  combustion,  tlie  flame  descending  gradually  to 

the  very  bottom  of  the  test  tube. 

(3)  No  combustion. 

In  the  first  case  it  may  be  assumed  that  the  exact  limit  of 
inflammability  has  been  hit. 

In  the  second  case  the  limit  has  been  passed,  and  the  experi- 


FiG.  29.  —Water-bath  used  in  Fire-damp  Estimations. 

ment  is  repeated  with  a  smaller  quantity  of  methane,  and  so  on 
until  little  by  little  the  limit  is  hit. 

In  the  third  case,  the  operation  is  repeated  as  in  the  second, 
but  with  this  difference,  that  the  quantity  of  methane  added  is 
increased  gradually. 

The  pneumatic  trough  which  we  employ  is  made  of  wood  lined 
with  lead.  On  two  of  the  sides  a  strip  of  glass  is  let  in,  which 
enables  the  operator  to  look  along  the  surface  of  the  water ;  this 
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renders  it  easier  to  read  off  the  amount  of  gas  and  to  bring  the 
water  in  the  tube  to  the  same  level  as  that  in  the  trough. 

The  shelf,  which  supports  the  test  tube  while  gas  is  being  let 
in,  is  arranged  so  that,  when  the  test  tube  is  standing  up  vertically 
upon  it,  the  level  of  the  water  in  the  trough  corresponds  exactly 
to  the  200  c.c.  mark  on  the  tube. 

Suppose  145  tenths  of  a  cubic  centimetre  to  be  the  volume 
necessary  for  reaching  the  limit  of  inflammability.  AVe  see  that, 
as  the  limit  of  inflammability  of  pure  fire-damp  is  6'1  per  cent.,  or 
122  tenths  of  a  centimetre  cube  in  a  total  of  200  c.c,  tliese 
145  divisions  contain  122  tenths  of  pure  methane;  consequently, 
1000  will  contain 

J4^x  1000  =  841. 
145 

145  is  what  we  call  the  standard  of  the  methane  used  as  a 
reagent. 

The  fire-damp  used  as  a  reagent  should  be  standardised  at  least 
twice  a  day,  as  we  have  found  that  the  standard  may  alter  during 
the  course  of  the  day,  owing  to  variations  in  the  temperature  and 
in  the  solubility  of  the  gas.  These  variations  in  one  and  the 
same  laboratory  are  fairly  small,  and  never  exceed  two  to  three 
thousandths. 

With  a  test  tube  of  the  dimensions  described  above,  it  is 
evident  that  no  standardising  is  possible  unless  the  fire-damp 
employed  is  strong  enough  to  give  an  inflammable  mixture 
when  less  than  20  c.c.  of  it  are  put  in.  This  amount,  20  c.c, 
corresponds  to  a  percentage  of 

122 

X  100  =  61  per  cent,  of  pure  gas. 

If  the  mine  has  no  blower  and  no  source  of  gas  capable  of 
supplying  a  few  bottlefuls  from  time  to  time,  or  it  is  wished  to 
avoid  the  trouble  of  making  some  methane,  ordinary  lighting 
gas  may  be  employed.  Its  limit  of  inflammability  is  8'1  per 
cent.  The  use  of  lighting  gas  may  lead  to  errors,  as  its  com- 
position is  not  uniform,  and,  consequently,  its  limit  of  inflamma- 
bility is  not  constant.  Furthermore,  it  contains  inflammable 
constituents  which  are  condensable ;  and,  as  the  gas  is  brought 
in  by  a  capillary  tube  (that  is  to  say,  in  the  form  of  very  fine 
bubbles,  which  remain  in  contact  with  the  water  and  present  a 
very  large  surface  compared  with  their  volume),  a  considerable 
amount  of  condensation  may  take  place  and  modify  the  limit. 
The  same  thing  happens  to  a  slight  extent  with  methane.  This 
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gas  is  slightly  soluble  in  water.  The  small  biibbles  passing 
through  the  water  of  the  test  tube  lose  some  of  their  combustible 
matter.  It  is  therefore  necessary  to  be  careful  always  to  do  the 
work  in  the  same  manner,  so  that  the  amount  dissolved  may 
always  be  about  the  same.  It  is  a  good  plan  to  have  a  large 
pneumatic  trough. 

It  is  also  necessary  that  the  laboratory  in  which  the  analyses 
are-performed  should  not  be  liable  to  very  considerable  variations 
of  temperature. 

These  are  the  reasons  which  have  led  us  to  do  the  standardising 
two  or  three  times  a  day,  so  that  the  work  may  be  done  under 
the  conditions  most  likely  to  ensure  exactness. 

The  operation  of  shaking  the  test  tube  so  as  to  mix  the  gases 
must  be  performed  with  a  certain  amount  of  method.  In  the 
first  place,  the  test  tube  must  be  held  vertically,  the  orifice 
upwards,  until  the  gas  of  the  narrow  part  has  been  driven  up  by 
the  small  quantity  of  water  remaining.  Then  the  tube  must  be 
shaken  horizontally,  and  if  the  operator  is  not  ready  to  apply  the 
light,  the  tube  is  held  vertically  with  the  orifice  downwards.  As 
soon  as  he  is  ready  for  lighting  he  turns  the  tube  up,  but  does 
not  introduce  the  match  until  all  the  gas  has  come  out  of  the 
narrow  part  and  the  water  has  become  quiet.  The  tube  must 
not  be  shaken  too  much,  for  the  warmth  of  the  hand  will  in  time 
heat  the  gas,  and  on  removing  the  thumb  there  will  be  a  pufF 
which  may  prevent  the  mixture  from  taking  fire. 

In  order  to  obtain  proper  comparative  results,  it  is  necessary 
invariably  to  use  a  flame  of  the  same  size  for  igniting  the  gas,  to 
plunge  the  match  precisely  the  same  distance  into  the  tube,  and 
always  to  hold  the  tube  at  the  same  angle. 

It  is  well  to  allow  an  appreciable  but  excessively  short  delay 
between  the  removal  of  the  thumb  and  the  introduction  of  the 
match.  This  delay  gives  time  enough  for  the  pressures  to 
become  equal,  but  is  too  short  to  allow  any  mixture  of  the  gases 
with  the  outer  atmosphere.  In  a  word,  the  important  point  is 
always  to  carry  out  the  operation  in  precisely  the  same  manner. 
An  assistant  who  has  to  make  two  hundred  determinations  a  day, 
as  at  Konchamp,  very  soon  manages  this. 

Analysis. — When  the  stock  of  fire-damp  or  methane  has  been 
standardised,  we  proceed  to  analyse  the  mine  gas  as  follows  : — 

Two  cases  may  present  themselves — 

(1)  The  sample  is  not  inflammable. 

(2)  The  sample  is  inflammable. 

A  preliminary  test  is  therefore  required  in  order  to  decide 
to  which  category  the  sample   in  question  belongs.    In  actual 
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practice  this  test  is  rarely  made,  because  it  is  almost  always 
known  what  to  expect  concerning  the  inflammability  of  the  gas 
which  is  being  tested. 

Let  us  take  the  first  case. 

1.  The  sample  is  not  infiammahle. 

Suppose  the  standard  of  the  stock  of  fire-damp  to  be  130;  a 
quantity  of  this  fire-damp  less  than  130  divisions,  say  120,  for 
instance,  is  introduced  into  the  test  tube,  and  it  is  then  filled  up 
to  the  200  mark  with  the  gas  to  be  analysed.  In  order  to  do 
this  a  cork  with  a  metal  screw-cock  and  a  piece  of  india-rubber 

tube  is  fitted  to  the  upper  neck  of 
the  sample  bottle,  and  a  cork  with 
a  tap  and  a  piece  of  india-rubber 
tube  is  inserted  into  the  lower  neck ; 
this  tube  is  put  into  communication 
with  the  water-supply  (see  fig.  30). 
The  india-rubber  tube  from  the  top 
of  the  sample  bottle  is  brought  into 
the  pneumatic  trough  and  is  placed 
under  the  test  tube  when  this  has 
to  be  filled.  When  the  tube  is  full 
it  is  taken  away  and  the  orifice 
closed  with  the  thumb.  It  is  now 
shaken  in  the  manner  already  ex- 
plained, and  the  inflammability  of 
the  mixture  is  tested. 
If  the  combustion  is  complete,  the  conclusion  is  that  too  much 
of  the  stock  fire-damp  was  added ;  if  thei'e  is  no  combustion,  too 
little  was  added. 

A  fresh  experiment  is  now  made,  adding  a  smaller  quantity 
of  fire-damp  in  the  first  case,  a  larger  quantity  in  the  second, 
and  so  approaching  the  limit  gradually.  It  is  found,  for  instance, 
that  with  114  there  is  combustion,  and  none  with  112.  The 
limit  of  inflammability  will  therefore  be  113. 

If,  instead  of  adding  air  from  the  sample,  pure  air  had  been 
added,  130  divisions  of  methane  would  have  been  required  to 
reach  the  limit  of  inflammability ;  therefore  the  sample  contains 

130-113  =  17  of  stock  fire-damp,  or  17  x-^  of  pure  fire-damp 

(6"1  per  cent,  being  the  limit  of  inflammability  of  this  latter). 
The  volume  of  the  sample  introduced  was  2000-  113  =  1887 
divisions. 


Ma|ny 
North  second 
seam.  East. 
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199 

As  these  1887  divisions  contain  17xi|^  of  pure  methane, 

1000  divisions  will  contain  a  quantity  x=17  x  . 

^        ^  130  1887 

This  result  may  be  generalised  in  a  formula. 
Let  :— 

Q  be  the  number  of  cubic  centimetres  of  stock  methane  which 
has  to  be  mixed  with  air  to  make  200  c.o.  of  the  mixture  be  at 
the  limit  of  inflammability  (Q  is  the  figure  representing  the 
standard) : 

12-2  the  limit  of  inflammability  of  pure  methane  for  a  volume 
of200  c.c.  : 

V  the  volume  of  stock  methane  which,  when  mixed  with  the 
sample  and  making  a  total  volume  of  200  c.c,  brings  the  mixture 
exactly  to  the  limit  of  inflammability : 

P  the  percentage  of  fire-damp  in  the  air  to  be  analysed ;  then 

or 

1220  (Q-t;) 
Q(200-v)  ■ 


(2)  TTie  sample  is  inflammable. 

When  an  inflammable  mixture  has  to  be  analysed,  there  are 
various  ways  of  doing  the  work. 

(a)  The  ordinary  test  tube  has  a  circular  mark  denoting 
100  c.c.  A  given  volume  of  the  sample  is  introduced  (the 
standardised  stock  methane  is  useless),  and  then  ordinary  air  up 
to  the  100  c.c.  mark.  After  mixing,  the  inflammability  is  tested 
successively  until  the  limit  of  inflammability  is  reached.  It  is 
easy  afterwards  to  calculate  the  proportion  of  fire-damp  in 
hundredths.  If  6-1  is  the  number  of  divisions  necessary  to  reach 
the  limit  of  inflammability  with  a  total  volume  of  100  c.c.  or 
1000  graduations,  it  follows  that  the  fire-damp  tested  was 
absolutely  pure. 

If,  on  the  contrary,  20  c.c.  or  200  divisions  were  required  to 
arrive  at  this  result,  it  follows  that  20  c.c.  contain  6-1  of  pure 
fire-damp ;  consequently,  100  c.c.  must  contain  30-5. 

As  Le  Chatelier's  test  tube  does  not  allow  quantities  exceeding 
20  c.c.  to  be  measured  with  precision,  no  percentages  save  those 
between  100  and  30-5  can  be  determined  by  this  method.  As 
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the  method  employed  for  non  inflainniable  mixtures  enables 
percentages  from  0  to  6  per  cent,  only  to  be  ascertained,  some 
further  method  is  requisite  for  the  mixtures  of  G  to  30"5  per 
cent. 

{b)  This  second  method  is  applicable  not  only  for  mixtures 
between  6  and  30-5  per  cent.,  but  also  for  all  inflammable 
mixtures.  A  cylindrical  tube  containing  100  c.c.  is  taken,  and  it 
is  filled  with  the  gas  to  be  analysed ;  this  is  now  transferred  to  a 
large  bottle,  and  10,  15,  or  20  times  its  volume  of  air  is  added. 
The  mixture  is  shaken,  and  it  is  analysed  by  the  ordinary  method 
for  non-inflammable  gases. 

Knowing  the  proportion  which  the  volume  of  the  sample  bears 
to  the  volume  of  the  air  mixed  with  it,  it  is  easy  to  calculate  the 
percentage  of  fire-damp  in  the  sample. 


Sample  Page  of  Tables. 


Table  of  Proportions  of  Fire-damp.    Standard  137. 

Gas 

Parts  per  1000 

Gas 

Parts  per  1000 

Introduced. 

of  Fu'e-damp. 

Introduced. 

of  Fire-damp, 

137 

0 

114 

11 

136 

0-5 

113 

11 

135 

1 

112 

12 

134 

1 

111 

12 

133 

2 

110 

13 

132 

2 

109 

13 

131 

3 

108 

13 

130 

3 

107 

14 

129 

4 

106 

14 

128 

4 

105 

15 

127 

5 

104 

15 

126 

5 

103 

16 

125 

6 

102 

16 

124 

6 

101 

17 

123 

7 

100 

17 

122 

7 

99 

18 

121 

8 

98 

18 

120 

8 

97 

18 

119 

8 

96 

19 

118 

9 

95 

19 

117 

9 

94 

20 

116 

10 

93 

20 

115 

10 
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To  save  the  operator  the  trouble  of  working  out  the  formula 

1220(Q-^) 
Q(200-?;) 


Fig.  31. — Apparatus  for  Estimating  CO2  and  CH4. 


for  each  test,  I  have  had  a  series  of  tables  calculated  for  each 
standard ;  the  percentages  in  the  second  column  correspond  to 
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the  number  of  tenths  of  a  cubic  centimetre  of  stock  methane 
introduced  into  the  test  tube.  Supposing  that  the  standard  is 
137,  for  instance  (137  tenths  of  a  cubic  centimetre  for  200  c.c.  of 
total  vohime),  and  that  the  sample  to  be  analysed  required  the 
addition  of  130  divisions,  the  page  of  the  tables  for  the  standard 
137  is  turned  up,  and  opposite  the  figure  130  in  the  first  column 
is  found  the  number  3  (see  p.  86).  This  indicates  that  the  sample 
contained  xr/Vo  fire-damp. 

Testing  the  Atmosphere  of  the  Goaf.— The  samples  coming 

from  the  goaf  or  from 
■f  the  old  workings  often 
contain  more  carbonic 
acid  and  less  oxygen 
than  ordinary  air ;  con- 
sequently, if  they  were 
to  be  analysed  by  the 
method  of  the  limits 
of  inflammability  the 
results  would  be  in- 
correct. In  cases  of 
this  kind  we  employ  a 
direct  method  of  analy- 
sis, for  which  I  have 
had  the  following  ap- 
paratus constructed. 

This  method  is  suit- 
able for  analysing  all 
mixtures  containing  fire- 
damp ;  it  always  gives 
very  exact  results,  and 
is  very  easily  performed. 

The  apparatus  (figs. 
31  and  32)  consists  of 
the  following  parts  : — 

(1)  The  Burette.— A 
tube  T  graduated  in 
tenths  of  a  cubic  centi- 
metre is  joined  at  the 
bottom  hy  the  aid  of 
an  india-rubber  tube  to  a  movable  reservoir  K  containing  water. 

The  tube  T  has  a  wide  part  M  at  the  top,  and  ends  by  a  tap 
communicating  with  three  branches  (F,  E,  D)  which  is  fitted 
with  a  two-way  cock  R,  the  barrel  being  so  bored  that  any  two 
tubes  at  right  angles  to  one  another  can  be  made  to  communicate. 


-  J- 


Fig.  32. 
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The  burette  holds  altogether  about  200  cubic  centimetres, 
and  the  graduated  part  holds  about  20  to  25  cubic  centimetres. 
Below  the  graduated  part  a  vertical  tube  t  is  fused  on;  it  is 
graduated  into  millimetres,  and  serves  to  measure  the  pressure. 

The  whole  of  the  burette  is  placed  in  a  glass  jacket  L,  through 
which  water  at  a  constant  temperature  is  circulating. 

A  thermometer  0  indicates  this  temperature. 

(2)  The  Burner. — This  part  of  the  apparatus  is  a  glass  tube 
about  15  mm.  in  diameter  and  65  mm.  long,  with  a  metal  cap 
at  each  end ;  it  contains  a  spiral  of  platinum  wire,  the  ends  of 
which  communicate  with  the  screw  connections  1  and  2  placed 
upon  the  upper  cap.  This  has  also  a  tube  t'  with  a  cock  R', 
which  is  connected  to  the  burner  by  thick  india-rubber  tubing. 

The  lower  cap  P  of  the  burner  is  screwed  on  the  third  part  of 
the  apparatus,  the  scrubber  A. 

(3)  The  Scrubber.— The  scrubber  A  is  a  hollow  glass  cylinder, 
with  a  tubulure  near  the  bottom  which  communicates  by  a 
piece  of  india-rubber  tube  with  a  bottle  K'  containing  caustic 
potash.  It  supports  the  burner,  and  it  is  filled  with  glass 
tubes. 

The  whole  apparatus  is  placed  upon  a  table,  and  the  bottles 
K  and  K'  stand  upon  shelves  supported  by  racks,  which  can  be 
easily  raised  or  lowered. 

Lastly,  a  battery  of  bichromate  cells  or  a  current  supplied  by 
some  other  source  of  electricity  completes  the  apparatus. 

The  method  of  making  an  analysis  with  this  apparatus  is  as 
follows : — 

(1)  While  the  two  bottles  K  and  K'  are  standing  in  their 
lowest  positions,  the  tap  R  is  turned  so  that  F  communicates 
with  E.  R'  is  opened,  and  the  bottle  K'  is  raised  until  the 
liquid  just  touches  R'.  R  is  then  shut,  and  the  bottle  K'  is 
brought  back  to  its  original  position. 

(2)  R  is  turned  so  as  to  bring  D  and  G  into  communication. 
The  bottle  K  is  raised  and  the  air  of  the  burette  is  driven  out. 
When  the  water  arrives  at  the  cock  G,  R  is  turned  so  as  to  make 
D  and  E  communicate.  The  bottle  K  is  then  brought  back  into 
its  original  position. 

(3)  D  is  connected  by  a  piece  of  india-rubber  tube  to  the 
bottle  containing  the  sample  (see  page  75),  and  when  water 
under  pressure  is  let  into  the  lower  tubulure,  the  gas  contained 
in  it  is  driven  out.  The  whole  tube  is  cleared  out  in  this  manner. 
R  is  next  turned  so  as  to  put  D  into  communication  with  the 
burette,  and  the  sample  passes  into  it.  When  about  200  cubic 
centimetres  have  passed  over  into  it,  the  sample  bottle  is  shut 
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off  and  F  is  put  into  communication  with  G  by  turning  the 
cock  R. 

Time  is  given  for  the  temperatures  to  equalise,  and  then  the 
operator  notes  down  the  volume  of  air  in  the  burette,  the  height 
of  the  water  in  the  manometer  t,  and  the  temperature. 

(4)  The  cock  E'  is  opened  and  the  bottle  K  raised.  The  gas 
is  driven,  first  into  the  burner  and  thence  into  the  scrubber. 
When  the  water  has  come  up  to  the  cock  R,  the  bottle  K  is 
lowered  and  the  bottle  K'  raised,  then  K  is  raised;  and  so  on 
several  times,  allowing  the  gas  to  remain  in  the  washer  a  short 
time  on  each  occasion.  Finally,  things  are  brought  back  to  what 
they  were  originally.  The  temperature,  the  pressure,  and  the 
volume  are  noted.  From  the  data  so  obtained  the  quantity  of  COg 
contained  in  the  air  submitted  to  analysis  may  be  calculated. 

(5)  The  procedure  explained  in  the  preceding  paragraph  is 
repeated,  save  that  the  electric  current  is  turned  on  as  soon  as 
the  platinum  spiral  is  no  longer  bathed  by  the  liquid.  The  fire- 
damp burns,  and  in  proportion  as  the  carbonic  acid  is  formed,  it 
is  absorbed  by  the  washer.  Lastly,  the  current  is  shut  off,  and 
after  the  burner  has  been  allowed  to  cool  suflficiently  to  prevent 
its  cracking,  the  liquid  is  brought  back  to  R',  which  is  shut. 
The  pressure,  temperature,  and  volume  are  again  read  off.  All 
the  data  for  calculating  the  analysis  have  now  been  obtained. 

The  complete  operation  lasts  about  twenty  minutes. 

From  the  total  loss  in  volume  the  amount  of  carbonic  acid 
found  in  the  first  part  of  the  analysis  has  to  be  deducted ;  the 
remainder  of  the  loss  is  due  to  the  fire-damp  having  been  burnt 
into  carbonic  acid  and  aqueous  vapour. 

One  volume  of  methane  requires  two  volumes  of  oxygen  for 
complete  combustion ;  and  as  all  the  products  are  absorbed,  the 
diminution  in  volume  will  be  equal  to  three  times  the  volume  of 
methane. 

It  is  evident  that  the  process  admits  a  great  amount  of  pre- 
cision, because  the  error,  which  cannot  be  large,  will  in  any  case 
be  divided  by  three. 

In  order  to  have  every  guarantee  that  the  analysis  has  been 
correctly  performed,  the  operator  must  be  certain  that  the  air 
sample  contains  enough  oxygen  to  burn  the  fire-damp  which  is 
in  it.  It  may  be  necessary,  therefore,  to  determine  the  percent- 
age of  oxygen.  For  this  purpose  we  employ  the  very  simple 
determination  by  the  pyrogallate  of  potassium  method. 

The  apparatus  is  a  graduated  burette  G,  ending  in  a  bulb  (fig. 
33),  the  total  capacity  of  the  tube  and  bulb  being  100  c.c. 

At  the  bottom  there  is  a  tap ;  at  the  top  also  there  is  a  tap, 
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pierced  not  only  by  the  ordinary  hole^  but  also  with  an  opening 
T  following  the  longitudinal  axis.  Above  the 
tap  is  a  funnel ;  the  bottom  of  this  funnel  can 
be  made  to  communicate  with  the  bulb  by 
the  ordinary  passage  throiigh  the  tap,  or 
with  the  external  atmosphere  through  the 
tubulure  T. 

The  burette  is  supported  in  a  vertical 
position  upon  a  stand.  The  part  BG  having 
been  filled  with  water,  the  taps  R  and  R'  are 
turned  so  as  to  shut  off  the  bulb  B  from  the 
atmosphere.  The  burette  is  placed  on  its 
stand,  and  the  lower  end  K  is  made  to  dip 
a  few  centimetres  into  the  pneumatic  trough. 
T  is  then  put  into  communication  by  an 
india-rubber  tube  with  the  screw-cock  of 
the  sample  bottle. 

Water  is  let  into  this  bottle  by  the  lower 
tubulure ;  the  screw-cock  is  opened  and  the 
air  in  the  india-rubber  tube  is  driven  out 
completely.  R  is  now  turned,  so  as  to  put  B 
into  communication  with  T.  R'  is  opened  : 
the  air  of  the  sample  enters  into  the  burette, 
whilst  the  water  contained  in  it  sinks  into 
the  pneumatic  trough.  When  a  certain 
quantity  has  passed  over  into  the  burette, 
say  90  to  100  c.c,  R  is  shut,  so  as  to  isolate 
B  completely,  and  the  connection  of  T  with 
the  sample  bottle  is  shut  off",  after  the  end 
of  the  india-rubber  tube  has  been  closed  by 
a  pinchcock,  and  the  screw-cock  of  the  sample 
bottle  turned  down.  All  this  time  R'  remains 
open. 


G 


100  c.c. 


A  stream  of  water  from  a  reservoir  in  the 
laboratory  is  now  allowed  to  play  upon  the 
bulb  B,  so  as  to  bring  the  whole  of  the 
burette  to  a  temperature  which  will  be 
the  same  for  all  the  operations. 

When  the  volume  in  the  burette  remains 
stationary,  it  is  read  off,  and  the  quantity  Burette  for 

and  the  pressure  of  the  gas  are  noted.    The       Sd 'o?ygen°^ 
tap  R'  is  closed ;  a  concentrated  solution  of 
pyrogallic  acid  is  poured  into  the  funnel,  and  some  pieces  of 
caustic  potash  are  put  into  it. 


K 
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Then  l<]isput  into  communication  with  B,  and  the  pyrogallic  acid 
flows  down  into  the  burette,  saturating  itself  with  caustic  potash 
on  the  way.  Pyrogallate  of  potassium  is  formed,  and  this  absorbs 
the  oxygen  and  turns  brown.  From  time  to  time  R'  is  slightly 
opened  to  let  out  the  coloured  liquid  from  the  burette,  and  draw 
in  a  fresh  supply.  Of  course,  fresh  pyrogallic  acid  and  fresh 
])otash  are  put  into  the  funnel  in  proportion  as  they  are  used  up. 
When  about  two  funnel fuls  of  pyrogallic  acid  have  been  intro- 
duced R  is  shut.  The  burette  is  removed  from  its  stand,  and 
shaken  in  all  directions  for  an  instant,  and  then  put  back  upon 
the  pneumatic  trough.  R'  is  opened,  and  the  water  rises  into  the 
burette. 

The  funnel  is  filled  with  water,  and  this  is  allowed  to  riin  down 
into  the  burette  ;  this  operation  is  repeated  until  the  water  in  the 
burette  is  absolutely  colourless.  R  is  now  shut  and  the  bulb 
watered  from  the  reservoir,  in  order  to  obtain  the  same  tempera- 
ture as  before.  When  the  volume  remains  stationary,  it  is  read 
off  and  the  pressure  noted.  After  correction  has  been  made  for 
pressure,  the  true  volume  is  ascertained  and  the  diminution  deter- 
mined by  subtraction. 

As  the  pyrogallic  employed  contains  an  excess  of  potash, 
the  diminution  includes  the  carbonic  acid  as  well  as  the 
oxygen.  The  amount  of  carbonic  acid  has  to  be  determined 
by  a  similar  operation,  in  which  potash  only  is  used  as  the 
reagent. 

Organisation  of  the  Analytical  Service.— We  have  said  the 
samples  are  taken  by  subordinate  officials.  The  bottles,  arranged 
in  boxes,  and  according  to  districts,  are  sent  to  the  laboratory 
in  the  evening.  The  samples  are  always  taken  towards  the 
end  of  the  shift,  so  as  to  have  the  highest  percentages  of 
fire-damp. 

After  a  day's  stoppage,  or  a  stoppage  of  the  fan,  supplementary 
samjales  are  taken  : — 

(1)  Towards  the  end  of  the  period  of  stoppage. 

(2)  Some  hours  after  starting. 

(3)  At  the  end  of  the  shift. 

The  analyst  is  any  one  of  the  employees  whom  we  liave  trained 
to  the  work.  The  operations,  furthermore,  are  so  simple  that  any- 
one may  be  taught  them  in  a  day  or  two. 

As  soon  as  the  analyses  are  finished,  the  analyst  makes  three 
copies  of  his  report.  One  goes  to  the  manager,  another  to 
the  principal  under-manager,  and  a  third  to  the  under-manager 
of  the  pit.    If  any  sample  shows  a  serious  increase  compared 
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with  that  of  the  day  befoi-e,  he  would  at  once  advise  the  under- 
manager. 

At  the  laboratory  office  a  daily  register  is  kept  in  which  are 
written  down  all  the  operations  day  by  day. 

The  standardising  is  done  two  or  three  times  a  day,  and 
the  results  inscribed  in  the  journal.  The  entries  are  made 
as  follows : — 


Date  

Standardising  at 

o'clock  A.M. 

Yes. 

No. 

138 

134 

136 

Mean  135 

Magny  pit :  Keturn 

Yes  130 

air    from  the 

128 

No  126  1^^^ 

first  seam  east 

Mean  127 

This  means : — 

( 1 )  That  the  experiments  were  made  with  the  stock  fire-damp 
of  a  standard  of  135. 

(2)  That  for  the  sample  of  air  from  Magny  pit,  combustion 
was  obtained  on  adding  successively  130  and  128  divisions  of  the 
stock  fire-damp,  and  none  with  126,  The  limit  of  inflammability 
is  therefore  127,  and  the  proportion  x  of  fire-damp  in  the  sample 

tAtt         figure  is  given  by  one  of  the  tables). 

With  a  person  accustomed  to  the  work,  three  or  four  experi- 
ments usually  sufiice  to  obtain  a  result.  With  a  great  deal  of 
practice  a  person  can  tell  by  noticing  the  velocity  with  which  the 
flame  goes  down  the  tube  how  much  the  quantity  of  fire-damp 
has  to  be  diminished. 

In  addition  to  the  daily  journal,  the  analyst  keeps  up  day  by 
day  another  series  of  documents.  Curves  showing  the  percentages 
are  constructed  for  each  district,  and  these  curves,  of  which  the 
abscissae  represent  days  and  the  ordinates  percentages  found, 
are  placed  below  the  barometric  curves. 

At  the  end  of  each  month,  at  the  same  time  as  the  ventilating 
currents  are  being  measui'ed,  samples  are  taken  from  the  main 
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return  currents,  in  order  to  determine  the  total  quantity  of 
fire-damp  issuing  from  the  mine  at  that  time. 

For  each  district  a  special  curve,  of  which  the  ordinatcs  are 
proportional  to  the  mean  percentage  of  the  month  (result  of  the 
daily  analyses)  and  the  abscissae  represent  months,  enables  a 
comparison  to  be  made  between  the  curve  showing  the  output  of 
the  district  and  the  curve  representing  the  quantity  of  air  sent 
into  the  district  per  ton  of  coal  extracted. 
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THE  EXAMINATION  OF  MINE  AIR 


I.  METHODS  OF  ANALYSIS. 

Introduction. — In  the  analysis  of  mine  air  it  is  frequently 
the  case  that  the  results,  to  be  of  real  use,  must  be  accurate  to 
within  very  narrow  limits.  When  the  sample  to  be  analysed 
differs  considerably  in  composition  from  pure  air,  and  when  each 
of  the  constituent  gases  is  present  in  considerable  proportions, 
great  accuracy  is  certainly  not  needed,  and  the  ordinary  "tech- 
nical "  methods  of  analysis  are  quite  sufficient.  But  most  samples 
are  likely  to  be  from  air-ways,  where  the  air  usually  differs 
very  little  in  composition  from  pure  air,  so  that  what  might 
at  first  sight  appear  to  be  only  small  errors  are  in  reality  very 
serious. 

Let  us  suppose,  for  instance,  that  a  gas-volumetric  method  is 
used  which  permits  of  the  common  margin  0*2  or  0"3  per  cent,  in 
either  direction.  As  the  deficiency  of  oxygen  or  excess  of  COg  in 
even  the  return  air- ways  of  a  mine  is  often  less  than  0'2  per  cent., 
the  determinations  of  these  gases  would  only  mislead,  if  they 
were  made  with  a  view  to  investigating  such  questions  as  the 
production  of  heat  (see  p.  137),  or  the  mode  of  distribution  of 
air  in  the  mine.  Similar  determinations  of  other  constituents, 
such  as  carbonic  oxide  or  fire-damp,  might  easily  be  equally 
misleading. 

It  will  be  evident  from  what  has  been  said  that  for  mine  air 
analysis  a  very  exact  method  is  generally  needed.  A  second 
practical  requisite,  however,  is  that  the  method  used  should  be 
rapid,  so  that  a  number  of  determinations  can  be  quickly  made 
one  after  the  other — if  necessary,  in  duplicate.    A  third  requisite 

7 


98 


THE  EXAMINATION  OF  MINE  AIR. 


£ /as  tic. 
Band. 


is  that  a  convenient  and  reliable  method  of  obtaining  and  trans- 
porting samples  of  mine  air  should  be  available,  unless  the  deter- 
minations can  be  made  on  the  spot  underground. 

Tiie  apparatus  and  methods  described  in  the  following  pages 
have  been  designed  with  a  view  to  fulfilling  these  conditions  as 
far  as  possible. 

Determination  of  Oxygen,  Carbonic  Acid,  Nitrogen,  Fire- 
damp, etc.i — 1.  Collection  of  Samples. — The  samples  are  collected 
in  ordinary  two-ounce  stoppered  bottles  made  of  clear  glass. 
These  bottles  hold  about  70  c.c,  which  is  enough  of  air  for 
three  analyses,  in  case  it  should  be  necessary 
to  repeat  any  determination.  A  supply  of 
bottles  of  this  size  can  be  carried  in  the  pockets. 
The  stopper  of  each  bottle  is  greased  with 
vaseline,  and  after  the  sample  is  taken  should 
be  turned  round  until  no  air-channels  are  visible 
in  the  vaseline.  The  stopper  is  held  in  position 
by  a  fairly  stout  elastic  band  passed  over  it,  and 
a  gummed  label  is  placed  on  tlie  bottle  as  shown 
in  fig.  34. 

The  bottles  must  be  dry,  and  should  also 
be  clean.  They  should  be  cleaned  with  a 
brush,  rinsed  with  '  clean  (preferably  distilled) 
water,  and  completely  dried.  If  a  bottle  is 
wet  and  dirty  an  appreciable  amount  of  car- 
bonic acid  may  be  produced,  and  of  oxygen 
may  disappear,  by  bacterial  action.  To  quote 
an  example,  after  four  days  the  carbonic  acid 
had  increased  by  -05  per  cent.,  and  after  ten 
days  by  "12  per  cent.,  in  a  wet  and  dirty  bottle. 
If,  on  the  other  hand,  the  bottle  is  wet  and  clean, 
the  carbonic  acid  very  gradually  disappears,  as 
it  is  absorbed  by  alkali  dissolved  out  of  the 
glass  by  the  water.  For  instance,  the  whole  of  the  carbonic 
acid  ('03  per  cent.)  in  a  sample  of  pure  atmospheric  air  had 
disappeared  in  twelve  days.  In  dry  bottles,  even  though  dusty 
inside,  no  sensible  alteration  of  the  contained  sample  occurs 
within  a  fortnight  or  more. 

The  rubber  band  round  the  stopper  is  specially  necessary  in  the 

^  The  method  here  described  is  similar  in  principle  to  that  which  I  originally 
published  in  the  Journal  of  Physiology,  vol.  xxii.  p.  465,  1898.  As  the 
result  of  further  practical  experience,  however,  a  number  of  improvements 
have  been  introduced.  The  portable  apparatus  shown  in  fig.  38  has  not 
hitherto  been  described. 


Fig.  34.— Samp- 
ling Bottle. 
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case  of  samples  taken  in  mines,  as  the  stopper  might  otherwise 
be  blown  out  in  consequence  of  the  diminution  of  atmospheric 
pressure  during  the  ascent  to  the  surface. 

The  sample  is  collected  as  follows.  One  end  of  a  piece  of  rubber 
tubing  about  2  or  3  feet  long,  and  ^  or  \  inch  in  internal  diameter,  is 
introduced  into  the  bottle,  the  other  end  being  held  in  the  mouth. 


S  —  Sampling  tube. 
R     Mercury  reservoir. 
B  =  Gas-burette. 

Fig.  35.  —Sampling  Tube,  showing  Mode  of  Connecting  with  Burette. 


A  deep  breath  of  air  is  then  sucked  in  through  the  tube,  so  that 
the  bottle  is  completely  washed  out  by  the  mine  air.  The  tube 
is  removed  while  the  air  is  being  still  sucked  in,  so  as  to  avoid 
any  risk  of  the  breath  passing  backwards  into  the  bottle.  The 
stopper  is  then  inserted,  turned  round,  and  secured  as  already 
described,  and  the  particulars  written  on  the  label.    Care  must, 
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of  course,  be  taken  that  the  sample  is  not  contaminated  in  any 
way  through  the  presence  of  persons  or  lamps.  When  the  gas 
to  be  examined  is  issuing  from  a  pipe  or  bore-hole,  a  sample  may 
be  obtained  by  holding  one  end  of  the  rubber  tube  inside  the 
pipe  (or  attaching  it  to  a  glass  tube  passing  through  a  cork  or 
plug  of  clay  fixed  in  the  pipe),  and  placing  the  other  inside  the 
bottle.  The  gas  then  blows  through  the  bottle,  which  should 
be  inverted  if,  as  is  often  the  case,  the  issuing  gas  is  lighter  than 
air.  The  stopper  must,  of  course,  be  inserted  as  soon  as  the 
tube  is  withdrawn. 

When  samples  are  collected  over  water,  the  carbonic  acid 
percentage  found  is  not  quite  reliable,  as  the  water  or  the  wet 
bottle  may  have  absorbed  some  of  the  gas,  or  the  water  may  have 
given  up  carbonic  acid  to  the  air.  Samples  collected  in  metallic 
vessels  are  unreliable  as  regards  the  oxygen  if,  as  is  often  the 
case,  there  is  oxidation  of  the  metal  going  on  inside.  Glass 
sampling  tubes,  provided  with  a  three-way  tap  at  each  end  (see 
fig.  35),  and  of  about  70  c.c.  capacity,  are  convenient  in  certain 
cases,  and  render  a  mercury  bath  unnecessary ;  but  for  under- 
ground work  they  are  fragile  and  troublesome  to  carry,  besides 
being  expensive. 

2.  Description  of  Apparatus  (fig.  36). — The  sample  of  air  is 
measured  in  a  gas-burette  (A,  fig.  30)  about  32  inches  (800  mm.) 
long,  provided  at  the  top  with  a  three-way  tap.  The  upper  wide 
part  is  about  1  inch  (25  mm.)  in  diameter,  and  has  a  capacity  of 
about  15  c.c.  The  graduation,  which  is  to  '01  c.c,  extends 
down  the  narrow  part  (which  is  3 '5  mm.  in  bore)  from  about  15 
to  21  c.c.  There  are  also  marks  at  the  first  five  c.c.  on  the  wide 
part.  With  such  a  burette  it  is  possible  to  read  without  the'  aid 
of  a  telescope  to  -001  c.c.  A  magnifying  glass  or  a  pair  of 
spectacles  may  be  required,  however ;  and  a  good  light  behind 
the  burette  is  needed.  The  burette  must,  of  course,  be  most 
carefully  graduated  by  the  maker,^  and  should  be  checked  by 
reversing  the  burette,  filling  with  mercury,  and  weighing  suc- 
cessive portions  of  about  1  c.c,  which  are  allowed  to  flow  out 
through  the  tap  into  a  weighed  vessel,  any  hanging  droplet  of 
mercury  being  carefully  brushed  down.  In  estimating  the 
volume  from  the  tap  to  the  first  graduation  mark,  it  is  necessary 
to  add  "004  c.c.  to  the  volume  calculated  from  the  weight  of 
mercury  which  flows  out  between  these  points,  as  the  mercury 
meniscus  has  its  convexity  towards  the  tap  when  the  burette  is  in 
its  natural  position.    During  the  whole  operation  the  temperature 

^  The  apparatus  here  described  can  be  obtained  from  Messrs  Miiller,  Onne, 
&  Co.,  148  High  Holborn,  London,  W.C. 
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Fig.  36.— Apparatus  for  Air  Analysis. 
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of  the  mercury  in  the  burette  must,  of  course,  be  kept  constant. 
An  irregularly  graduated  burette  is  a  source  of  endless  trouble, 
and  should  not  be  used. 

Surrounding  the  gas-burette  is  a  water-jacket,  which  is  about 
2^  inches  in  diameter,  and  is  supported  by  an  ordinary  clamp 
fixed  on  a  retort-stand,  which  is  itself  clamped  to  the  front  of  a 
table.  The  water  in  the  jacket  can  be  mixed  by  blowing  air 
through  a  glass  tube  passing  to  the  bottom.  The  gas-burette  is 
connected  by  means  of  thick-walled  rubber  tubing  of  about  3  mm. 
bore  with  the  levelling-tube  B,  which  is  about  15  mm.  in  bore. 
By  raising  or  lowering  this  tube,  which  is  held  by  a  spring  clamp 
fixed  to  the  retort-stand,  gas  is  expelled  from  or  drawn  into  the 
burette,  and  the  pressure  in  the  latter  adjusted. 

One  of  the  three-way  connections  of  the  tap  on  the  burette  is 
used  for  taking  in  the  sample  through  the  curved  tube  C,  and  the 
other  connects  the  burette  with  the  absorption  and  combustion 
pipettes,  which  are  arranged  as  shown.  The  connecting  tubes  are 
of  about  2  mm.  bore,  and  are  joined  together  by  short  pieces  of 
stout  rubber  tubing  of  the  best  quality  and  clean  and  smooth 
inside. 

The  absorption  pipettes  E  and  F  are  about  100  mm.  long, 
and  30  mm.  in  internal  diameter.  They  are  filled  with  glass 
tubes  in  order  to  increase  the  absorbing  surface.  The  tubing 
leading  up  from  them  must  have  a  bore  of  about  2  mm.  (1'8  to 
2 "2  mm.).  E  is  filled  with  20  per  cent,  solution  of  caustic  potash. 
The  alkaline  pyrogallate  solution  filling  F  is  made  as  follows.  In 
100  c.c.  of  a  fully  saturated  solution  (the  specific  gravity  of  which 
should  be  1"55)  of  caustic  potash,  10  grammes  of  pyrogallic 
acid  are  dissolved  in  a  stoppered  bottle.  This  solution  is  intro- 
duced into  F  through  the  tube  K  by  means  of  a  large  pipette,  the 
open  end  of  El  being  afterwards  securely  closed  by  a  piece  of 
glass  rod  pushed  well  in.  G  and  H,  which  have  each  a  capacity 
of  about  30  c.c,  are  partly  filled  with  some  of  the  strong  potash 
solution.  This  not  only  protects  the  pyrogallate  solution  from 
the  oxygen  of  the  air,  but  also  prevents  the  solution  from  becom- 
ing gradually  diluted  with  water,  as  is  the  case  when  water  is 
placed  in  G  and  H. 

The  solutions  last  for  a  very  large  number  of  analyses ;  but 
when  it  is  found  that  the  oxygen  absorption  is  becoming  at  all 
sluggish  the  pyrogallate  solution  should  be  changed.  It  is 
particularly  important  that  this  solution  should  be  made  exactly 
in  the  manner  described.  If  the  potash  is  at  all  weak  the 
absorption  of  oxygen  is  much  slower,  and  such  a  solution  ought 
to  be  at  once  rejected.    The  strong  solution  has  the  further  ad- 
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vantage  that  its  coefficient  of  absorption  for  gases  is  very  low. 
It  produces  no  trace  of  carbonic  oxide,  and  is  a  most  perfect 
absorbent  for  oxygen. 

The  pressure  in  the  burette  is  adjusted  by  using  the  potash 
pipette  as  a  pressure-gauge,  and  bringing  the  potash  before  every 
reading  of  the  burette  exactly  to  the  mark  M.  As  the  potash 
solution  has  only  about  one-tenth  of  the  specific  gravity  of 
mercury,  and  with  a  tube  of  2  mm.  bore  the  level  can  be  adjusted 
very  accurately,  it  is  evident  that  the  pressure-gauge  is  exceed- 
ingly sensitive. 

In  order  to  make  the  readings  of  the  burette  entirely  indepen- 
dent of  changes  of  temperature  and  barometric  pressure  during 
the  analysis,  a  control  tube  N,  which  stands  beside  the  burette 
in  the  water-jacket,  is  employed.  The  connecting  tubes  from  N 
are  of  the  same  diameter  as  those  from  the  gas-burette ;  and  a 
three-way  tap  at  P  makes  it  possible  to  equalise  the  pressure  in 
N  with  that  of  the  atmosphere.  By  means  of  the  T-tube  0  the 
potash  solution  is  brought  into  connection  with  N.  At  the 
beginning  of  the  analysis  the  potash  is  adjusted  to  the  mark  R 
by  raising  or  lowering  the  potash  receiver  S,  P  being  open  to 
the  air.  P  is  now  turned  so  that  the  control  tube  is  connected 
with  the  potash  tube  only,  and  is  not  again  opened  till  the 
analysis  is  complete.  Each  time  a  reading  of  the  burette  is 
made  the  potash  is  brought  to  the  mark  R  by  raising  or  lowering 
S.  The  potash  in  the  absorption  pipette  is  then  brought  to  the 
corresponding  mark  M  by  adjusting  the  levelling  tube.  The 
readings  of  the  burette  are  thus  compensated  by  mechanical 
means  for  variations  of  temperature  and  pressure  during  the 
analysis,  so  that  temperature  and  pressure  may  be  disregarded. 
The  lower  part  of  the  control  tube  is  kept  full  of  water,  and  the 
burette  is  also  kept  moistened  sufficiently  to  make  its  inner 
surface  wet  without  fouling  the  mercury  meniscus,  so  that  the 
air  in  both  the  burette  and  control  tube  is  always  saturated. 
The  water  used  for  moistening  the  inside  of  the  burette  should 
be  slightly  acidified  with  sulphuric  acid,  and  occasional  remoisten- 
ing  is  necessary. 

The  use  of  a  control  tube  in  gas  analysis  was  first  described 
by  Williamson  and  Russell,^  who  employed  a  mercury  pressure- 
gauge.  The  same  principle  in  a  much  improved  form  was 
applied  in  Petterson's  apparatus,  ^  in  which  the  movement  of  a 
drop  of  oil  in  a  horizontal  tube  connecting  the  burette  with  the 
control  tube  is  used  as  a  pressure  indicator,  and  extreme  accuracy 

^  Journ.  of  Chemical  Society,  1868,  p.  238. 
*  Zeitschr.  f.  analyt.  Chem.,  vol.  xxv.  Y'V.  467,  479, 
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in  the  adjustment  of  the  pressure  in  the  burette  to  that  in  the 
control  tube  is  thus  attained.  The  Petterson  apparatus  is,  how- 
ever, difficult  to  manage,  and  possesses  other  disaxi vantages. 

The  combustion  pipette  T,  which  is  filled  with  mercury,  is 
about  80  mm.  long  by  30  mm.  in  internal  diameter,  and  con- 
tains a  spiral  of  three  turns  of  very  fine  platinum  wire,  which 
can  be  heated  by  an  electric  current  to  a  white  heat,  so  as  to 
completely  burn  any  combustible  gas  present  in  the  sample 
under  examination.  The  current  is  led  to  the  spiral  through 
the  two  glass  tubes  shown,  which  are  open  above  but  sealed 
below  and  filled  with  mercury.  Through  the  closed  ends  two 
pieces  of  stout  platinum  wire  pass.  These  are  connected  by 
copper  wires  with  a  small  accumulator  or  other  convenient  source 
of  current.  The  spiral  is  fixed  at  the  ends  to  V-shaped  pieces 
of  stouter  platinum  wire,  which  are  thrust  down  the  open  ends 
of  the  glass  tubes.  It  is  thus  easy  to  replace  the  spiral,  should 
it  by  chance  become  fused  by  passing  too  strong  a  current. 

To  heat  the  wire,  about  three  to  four  volts  are  needed ;  and  a 
variable  resistance  should  be  provided,  so  that  the  current  can 
be  gradually  increased  until  the  spiral  reaches  a  white  heat.  An 
ordinary  hand  electric  lamp,  arranged  as  shown  in  fig.  36, 
answers  very  well. 

The  method  of  burning  combustible  gases  by  means  of  a 
platinum  spiral  was  first  introduced  by  Coquillion  ^  about  twenty- 
five  years  ago  for  the  estimation  of  fire-damp.  It  presents  the 
advantage  that,  where  the  volume  of  combustible  gas  present  is 
less  than  sufficient  to  form  an  explosive  mixture  with  air,  it 
is  not  necessary  to  add  hydrogen  or  detonating  gas,  as  in  the 
older  methods  of  analysis,  since,  however  small  the  proportion 
of  combustible  gas  present  may  be,  the  combustion  occurs  very 
rapidly  in  the  presence  of  the  heated  platinum.  The  addition 
of  hydrogen,  oxygen,  etc.,  can  thus  be  entirely  done  away  with 
in  gas  analysis,  and  only  air  need  be  added  when  oxygen  is 
required  for  combustion.  Since  the  composition  of  the  outside 
air  is  practically  constant,  except  during  fogs  in  large  towns, 
this  is  a  great  advantage,  as  errors  arising  from  slightly  impure 
oxygen,  hydrogen,  etc.,  or  from  the  burning  of  nitrogen  in  ex- 
ploding the  sample,  are  entirely  avoided,  as  well  as  the  trouble  of 
preparing  pure  oxygen  and  hydrogen. 

For  transferring  a  sample  of  air  from  a  bottle  to  the  gas-burette 
the  mercury  trough  shown  in  fig.  37  is  needed.    It  is  made  of 
two  slabs  of  wood,  which  are  so  cut  out  that  when  they  are 
screwed  together  a  narrow  slit,  open  at  the  top,  is  left  between 
1  Comptes  Eendus,  vol.  Ixxxiv.  p.  458,  1877. 
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them.  Into  this  slit,  which  is  filled  with  mercury,  passes  a  bent 
glass  tube,  as  shown,  by  means  of  which  the  sample  is  transferred 
from  the  bottle  to  the  burette.  At  one  end  of  the  upper  part 
the  slit  expands  into  a  rectangular  space  2^  inches  long  by  1;^ 
inches  wide  and  1|-  inches  deep,  in  which  the  neck  of  the  bottle 
is  received.    The  slit  itself  is  ^  inch  wide  by  6  inches  long  and 


Fig.  37.— Mercury  Trough  for  Sample- Bottles, 


4  inches  deep.  The  trough  is  made  tight  by  an  internal  coating 
of  marine  glue. 

3.  Process  of  Analijm. — On  beginning  an  analysis  it  is  necessary 
to  have  all  the  connecting  tubes  of  the  absorption  and  combustion 
pipettes  full  of  nitrogen.  For  this  purpose  the  nitrogen  left  at 
the  end  of  the  previous  analysis  is  always  kept — preferably  in  the 
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pyrogallate  absorption  pipette— and  the  connections  washed  out 
with  this  gas,  in  case  any  oxygen  should  have  diffused  in  through 
the  rubber  joints,  as  happens  if  the  apparatus  has  stood  for  long. 
The  pyrogallate,  mercury,  and  -potash  are  successively  brought 
to  the  marks  D,  V,  R,  and  M  on  the  gauges  of  the  absorption 
and  combustion  pipettes  and  of  the  control  tube.  The  tap 
connected  with  tlie  control  tube  is  then  closed  to  the  outer  air. 
The  excess  of  nitrogen  is  now  expelled  through  the  bent  tube 
attached  to  the  top  of  the  burette,  mercury  being  allowed  to 
follow  till  the  bent  tube  is  completely  filled  with  it.  The  top  of 
the  burette  is  then  closed  and  the  levelling  tube  replaced. 

The  next  step  is  to  invert  the  neck  of  the  sample-bottle  under 
mercury  and  remove  the  stopper,  care  being  taken  that  no  air 
enters.  This  may  be  done  most  conveniently  in  a  small  Wedgwood 
mortar  about  3J  inches  in  diameter.  The  bottle  is  now  closed 
with  a  finger  and  transferred  to  the  mercury  trough,  and  the 
bent  tube  is  introduced  into  the  neck  from  below.i  The  tap 
of  the  burette  is  then  turned,  and  about  20  c.c.  of  air  taken 
in.  After  the  tap  has  been  closed  the  pressure  inside  is  roughly 
adjusted  by  means  of  the  levelling  tube.  The  tap  of  the  burette 
is  then  opened,  so  as  to  connect  the  burette  with  the  potash 
pressure-gauge.  This  and  the  gauge  of  the  control  tube  are  then 
carefully  readjusted,  after  blowing  air  through  the  water-jacket, 
and  the  volume  of  the  air  taken  is  read  off  on  the  burette  to 
within  •001  c.c,  and  noted. 

The  sample  is  then  passed  over  into  the  potash  absorption 
pipette,  the  mercury  in  the  burette,  however,  not  being  allowed 
to  pass  beyond  the  tap.  After  drawing  the  air  backwards 
and  forwards  two  or  three  times,  so  as  to  wash  over  any 
carbonic  acid  in  the  connecting  tube,  the  sample  is  returned 
to  the  burette  and  re-measured,  after  again  blowing  air  through 
the  jacket  and  adjusting  the  two  gauges. 

If  the  sample  is  air  containing  only  one  combustible  gas,  such 
as  fire-damp,  and  not  more  than  will  extinguish  a  lamp,  the  next 
step  is  to  pass  it  over  into  the  combustion  pipette,  turn  on  the 
current  till  the  platinum  spiral  is  white  hot,  and  pass  part  of  the 
air  backwards  and  forwards  for  about  half  a  minute,  then  shut  off 
the  current,  and  return  the  air  to  the  burette,  carefully  bringing 

^  When  the  sampling  tube  shown  in  fig.  35  is  used  no  mercury  trough  is 
needed.  The  sampling  tube  and  mercury  reservoir  are  arranged  as  shown  in 
the  figure,  and  held  in  position  by  spring  clamps.  The  air  is  first  expelled 
from  the  connecting  tubing  througli  the  free  openings  of  the  three-way  taps 
of  the  sampling  tube.  The  taps  are  then  turned  and  the  sample  taken  into 
the  burette,  the  reservoir  being  at  the  same  time  raised  or  lowered  so  as  to 
equalise  the  pressure. 
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the  mercury  in  the  pipette  back  to  the  mark.  The  pressure  is 
then  adjusted  by  means  of  the  gauges  of  the  potash  pipette  and 
control  tube,  and  the  volume  read  off.  The  COg  formed  is  then 
absorbed  in  the  potash  pipette  (including  the  small  portion  left 
in  the  connection  to  the  combustion  pipette,  which  is  washed 
out  with  air  free  from  CO^)  and  the  volume  again  measured.  As 
a  small  fraction  of  the  fire-damp  will  have  been  left  in  the 
connections  to  the  potash  pipette  when  the  combustion  was  made, 
and  will  thus  have  escaped  combustion,  the  air  is  passed  once 
more  through  the  combustion  process  and  the  potash  pipette,  and 
any  further  diminution  of  volume  noted.  In  exact  experiments 
a  little  time  should  be  allowed  for  the  connecting  tube  to  cool 
before  adjusting  the  mercury  level  in  the  combustion  pipette  after 
it  has  been  used. 

The  sample  is  now  passed  into  the  pyrogallate  pipette,  and 
backwards  and  forwards  two  or  three  times :  the  connections  to 
the  potash  and  combustion  pipettes  are  washed  out  with  nitrogen, 
which  is  passed  back  to  the  pyrogallate  pipette,  and  after 
bringing  back  the  pyrogallate  to  the  mark,  and  adjusting  the 
pressure  in  the  burette  as  usual,  the  volume  is  again  read  off. 
The  process  should  be  gone  through  again,  to  make  sure  that  no 
oxygen  is  left  unabsorbed. 

If,  as  is  usually  the  case,  some  slight  correction  is  needed  in 
using  the  burette,  this  correction  should  be  made.  It  will 
probably  only  affect  sensibly  the  oxygen  result. 

The  following  is  an  example  of  an  analysis  of  air  from  a  colliery 


return  air-way : — 

Volume  of  air  taken 

20-024  c.c. 

After  CO2  absorbed 

19-982 

.-.  CO, 

0-042  =  0- 

After  combustion  .... 

19-480 

.•.  contraction  = 

0-502 

After  CO2  absorbed 

.*.  CO2  formed  = 

19-230 

0-250 

After  second  combustion  and  CO, 

absorption  .... 

19-206 

.'.  difference  = 

•024 

Total  difference  (-502  +  -250  +  -024)  =  0-776 

.-.  CH4  =-776  x|=  0-259  =  1-29  per  cent, 

and  O2  used  up    =  '776  x  -|=  0-517 
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After  O2  wholly  absorbed      .       .  15-642 


.-.0,  =  ;j-564  +  Q-517  =  4-Q81 

=  20-38  per  cent. 

Result:— Oxygen  .  .  .  20-38 
Carbonic  acid  .  .  0-21 
Fire-damp  .  .  1-29 
Nitrogen.       .       .  78-12 


100-00 


In  the  above  example  ordinary  fire-damp  (CH^)  and  no  other 
combustible  gas  was  present  in  the  air.  This  is  indicated,  though 
not  absolutely  proved,  by  the  fact  that  the  contraction  on  com- 
bustion was,  within  the  error  of  experiment,  exactly  double  the 
COg  formed.  To  obtain  absolute  proof  it  would  be  necessary  to 
make  a  second  direct  oxygen  determination,  without  burning  the 
fire-damp,  and  show  that  the  oxygen  result  obtained  in  this 
way  was  the  same  as  that  found  by  the  above  metliod.  This 
would  prove  that  the  oxygen  used  in  the  combustion  was 
equal  in  volume  to  the  contraction,  and  double  the  carbonic 
acid  formed ;  and  hence  that  the  combustible  gas  was  equal 
in  volume  to  the  carbonic  acid  formed,  and  could  only  be 
methane  (CH^). 

A  direct  oxygen  determination  would  also  be  necessary  in  any 
case  in  which  the  contraction  on  combustion,  as  compared  with 
the  carbonic  acid  formed,  did  not  correspond  to  a  gas  or  mixture 
of  gases  known  to  be  present. 

If  the  CO2  formed  were  double  the  contraction,  the  only  gas 
present  would  be  carbonic  oxide  ;  and  the  combustible  gas  in  air 
vitiated  by  gases  from  heated  coal  is  sometimes  nothing  but 
carbonic  oxide.  The  same  remark  applies  to  air  vitiated  by  gases 
given  off  from  a  number  of  explosives,  though  a  little  hydrogen 
is  in  some  cases  mixed  with  the  carbonic  oxide.  If  more  than 
three  combustible  gases  be  present,  it  is  not  possible  to 
determine  them  separately  by  the  combustion  method,  though 
the  information  obtained  may  often  be  suificient  for  practical 
purposes. 

The  following  is  an  example  of  an  analysis  of  a  sample  of  air 
vitiated  by  the  products  of  combustion  of  gelignite  and  also 
by  respiration,  etc.    The  sample  was  taken  in  a  "rise"  in  a 
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metalliferous  mine,  five  minutes  after  eight  holes  had  been 
blasted. 

Fii-st  Analysis. 

Volume  taken       .       .       .    20-298  o.c. 
After  CO.,  absorbed       .       .  19-740 


.-.  COg  =         0-558=  2-75  per  cent. 

After  combustion  .       .  .  19-707 

.-.contraction       =         0  033=  0-165  per  cent. 

After  CO,  absorbed       .  .  19-659 

.-."COg  formed       =         0-048  =  0-24  per  cent. 

After  residual  0^  absorbed  .  15-668 


residual  Og        =         3-991  =  19-66  per  cent. 


Second  Analysis. 

Volume  taken  .  .  .  20-294 
After  CO2  absorbed       .       .  19-736 

CO2  =  -558=  2-75  per  cent. 

After  O2  absorbed  .       ,       .  15-719 

.-.  O2  =         4-017  =  19-795  per  cent. 

From  the  two  oxygen  determinations  it  follows  that  the 
oxygen  consumed  in  the  combustion  of  the  gas  in  the  sample 
was  19-795  -  19-66  =  0-135  per  cent.  The  contraction  on 
combustion  was  0-165  per  cent.,  and  the  COg  formed  0-24 
per  cent. 

In  the  explosion  of  gelignite  and  the  combustion  of  the  fuses 
the  only  combustible  gases  formed  in  appreciable  quantities  are 
CO,  H2,  and  traces  of  CH^ ;  and,  as  explained  on  pp.  13,  21, 
and  23,"  one  volume  of  CO  gives  on  combustion  half  a  volume  of 
contraction,  consumes  half  a  volume  of  oxygen,  and  forms  one 
volume  of  CO^ ;  one  volume  of  gives  one  and  a  half  volumes  of 
contraction  and  consumes  half  a  volume  of  oxygen;  and  one 
volume  of  CH^  gives  two  volumes  of  contraction  and  one  volume 
of  CO9,  and  consumes  two  volumes  of  oxygen.    Hence,  if  the 
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symbols  CO,  H^,  and  CH,  represent  the  percentages  present  of 
these  gases,  we  have  the  following  equations  :— 


(1)  CO  +  CI-I4 

(2)  |C0  +  2CH,  +  1|H„ 

(3)  iC0  +  2CH,  +  iH, 


0'24  per  cent, 
0-165  per  cent. 
0-135  per  cent. 


By  subtracting  (3)  from  (2)  we  find  that  H2  =  0-03  per  cent  - 
and  bysolvnig  the  other  equations  we  find  that  CO  =  0-24  and 
CH^  =  0-00. 


The  result  of  the  analysis  is  therefore  as  follows  .-— 


Oxygen 
CO,  . 
CO'  . 
. 

Nitrogen 


19-795 
2-75 
0-24 
0-03 

77-185 


100-00 

In  routine  determinations  of  fire-damp  in  mine  air  it  is  usually 
not  necessary  to  determine  anything  else  but  the  contraction  on 
combustion ;  and  this  may  be  done  in  three  or  four  minutes  in 
all  by  passing  the  gas  straight  into  the  combustion  pipette. 

The  above  description  applies  only  to  samples  of  air  in  which 
a  lamp  will  burn.  In  the  case  of  other  samples  of  mine  gases 
the  same  procedure  is  possible  if  it  is  known  that  no  combustible 
gas  is  present,  or  so  little  that  the  oxygen  in  the  sample  will 
suffice  for  the  combustion.  If,  however,  much  fire-damp  or  other 
combustible  gas  be  present,  as  in  the  case  of  samples  from  bore- 
holes, old  workings  full  of  fire-damp,  etc.,  the  gas  must  be 
diluted  with  air  before  combustion.  In  such  a  case  the  nitrogen 
present  from  the  last  analysis  should  be  shunted  into  the  explosion 
pipette.  A  sample  of  the  gas  is  then  taken  in,  measured,  and 
the  carbonic  acid,  and  then  the  oxygen,  determined  in  the 
ordinary  way.  From  the  result  it  will  usually  be  possible  to 
say  approximately  about  how  much  fire-damp  is  probably  present, 
The  burette  and  absorption  tubes  are  then  thoroughly  washed 
out  with  air,  so  as  to  remove  all  traces  of  fire-damp,  after 
which  the  connections  of  the  absorption  pipettes  are  washed  out 
with  the  nitrogen  in  the  combustion  pipette,  and  the  gauges 
adjusted.  A  quantity  of  about  15  c.c.  or  more  of  pure  air°is 
then  taken  into  the  burette,  deprived  of  CO^,  and  measured.  It 
is  then  completely  shunted  into  the  potash  pipette,  and  mercury 
driven  over  so  as  to  fill  the  curved  tube,  by  means  of  which  a 
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small  quantity  of  the  gas  from  the  sample-bottle  is  drawn  into 
the  burette.  The  quantity  of  gas  required  varies  according  to 
the  proportion  of  combustible  gas  present,  and  should  be  chosen 
so  that  not  more  tlian  about  6  per  cent,  of  fire-damp  shall  be 
present  when  the  gas  is  mixed  with  the  air.  To  facilitate  the 
proper  estimation  of  the  amount  taken,  it  is  convenient  to  have 
the  rough  graduation  marks  indicating  the  first  five  c.c,  on  the 
wide  part  of  the  burette. 

The  air  is  now  returned  into  the  burette,  and  the  whole 
volume  of  the  mixture  of  gas  and  air  measured.  From  the 
previous  measurement  of  the  air  the  volume  of  gas  taken  is 
calculated.  The  amount  of  oxygen  and  CO^  in  this  volume  can 
also  be  exactly  calculated  from  the  previous  analysis.  The 
mixture  is  now  passed  straight  over  into  the  combustion 
pipette,  the  combustible  gas  burnt,  and  the  contraction  and 
CO,  formed  determined,  after  allowance  has  been  made  for  the 
CO^  already  present  in  the  gas.  Finally,  the  oxygen  is  deter- 
mined, and  the  oxygen  used  up  in  the  combustion  calculated 
by  deducting  what  was  left  after  the  combustion  from  what  was 
originally  present. 

The  following  example  illustrates  the  method  of  calculation  : — 

First  Analysis. 

Volume  taken  .  .  19*962 
After  CO2  absorbed        .  19-544 


•418=  2-09  per  cent. 
After  O2  absorbed  .       .  17-046 

2-498  =  12-51  per  cent. 

From  these  results  it  follows  that  the  gas  contains  59-77  per 
cent,  of  air,  together  with  probably  about  15  per  cent,  of 
"black-damp,"  so  that  about  25  per  cent,  of  fire-damp  is  likely  to 
be  present.  The  sample  was  therefore  diluted  to  about  a  fifth 
with  air  for  the  combustion  of  the  fire-damp. 

Second  Analysis. 

Volume  of  air  taken  (freed  from  COg)  16-346 
+  gas  taken  =  20-464 


.  gas  taken 


4-118 
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After  combustion     ....  19*920 
.'.  contraction  =  0-544 

After  CO^  absorbed  ....  19-562 
.•."CO2  =  0-358 

After  Oo  absorbed     .       .       .  .16*166 

■••  O2  =  3-394 

Of  the  CO2  found,  it  is  evident  from  the  previous  analysis  that 
2-09 

4'118  X        = -086  was  present  to  start  with  in  the  gas  taken; 

therefore  '358  -  '086  =  '272  was  produced  by  the  combustion.  As 
•272  is  just  half  the  volume  of  the  contraction  on  combus- 
tion ('544),  the  gas  was  presumably  pure  methane.  The 
oxygen  originally  present  in  the  mixture  of  gas  and  air  was 

(l6-346  X  ?2^  =  )3-421  +  (4-118  x  l^  =  )o-515  =  3-936  ;  hence 

the  oxygen  consumed  in  the  combustion  was  3-936  -  3-394  =  '542. 
This  is  almost  exactly  double  the  volume  of  COg  absorbed,  so 
that  the  combustible  gas  was  certainly  pure,  or  all  but  pure, 
methane. 

The  result  of  the  analysis  was  thus  as  follows  : — 

Oxygen  12-51 

Carbonic  acid  .  .  .  .  .2-09 
Methane  (fire-damp)  .  .  .  .8-69 
Nitrogen  76-71 


100-00 

The  percentage  of  fire-damp  present  is  a  good  deal  less  than 
was  roughly  estimated  from  the  first  analysis,  and  the  amount 
of  black-damp  correspondingly  greater.  The  black-damp  had 
been  estimated  on  the  assumption  that  it  probably  contained 
about  1 3  per  cent,  of  carbonic  acid,  whereas  it  actually  contained 
only  6-36  (see  below,  p.  124). 

After  each  analysis  the  tap  should  be  so  turned  as  to  disconnect 
the  burette  from  the  absorption  apparatus  and  open  the  control 
tube  to  the  air.  Unless  this  precaution  is  taken,  a  fall  of  tem- 
perature or  rise  of  barometric  pressure  may  cause  the  potash  to 
be  sucked  over,  in  which  case  the  burette,  etc.,  must  be  washed 
out  with  dilute  sulphuric  acid,  and  the  taps  cleaned,  as  otherwise 
they  will  probably  jam. 
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4.  Testing  the  Apparatus. — If  a  sample  of  air  be  taken  into  the 
burette,  and  deprived  of  CO,,  it  will  be  found  that,  provided  the 
precautions  described  above  "are  carefully  taken,  the  same  reading, 
to  within  -001  c.c,  will  be  obtained  again  and  again  on  passing 
the  sample  back  and  forwards  into  the  potash  or  explosion 
pipette,  although  the  temperature  of  the  water-jacket  may 
meanwhile  have  altered  very  appreciably.  In  other  words, 
the  gauges  and  compensating  arrangement  are  so  delicate  that 
the  readings  of  the  burette  are  significant  to  the  third  decimal 
place.  Some  attention  and  practice  will,  however,  be  needed  to 
obtain  the  best  results,  and  the  temperature  of  the  room  should 
be  kept  fairly  steady,  as  the  compensation  is  not  quite  perfect. 

The  accuracy  of  working  of  the  apparatus  may  be  easily 
checked  by  the  analysis  of  a  series  of  samples  of  pure  outside 
air  from  a  single  bottle.  The  following,  for  instance,  are  the 
results  of  four  successive  analyses  of  the  air  from  one  bottle  : — 


Oxygen, 

Carbonic  Acid. 

No.  1 

■ 

20-930 

-025 

»  2 

20-926 

•030 

„  3 

20-931 

-035 

»  4 

20-924 

•030 

Mean 

20-928 

•030 

With  the  same  burette  the  oxygen  percentage  in  pure  air  was 
always  found  to  be  as  nearly  as  possible  20-93  per  cent.  The 
graduation  of  this  burette  had  been  carefully  checked  in 
duplicate  in  the  upright  position  (a  glass  tap  having  been  fused 
on  below  for  the  purpose),  and  with  moisture  inside  as  during 
an  analysis.  Hence  20-93  may  be  taken  to  be  the  true  per- 
centage of  oxygen  in  pure  air.  This  figure  agrees  closely  with 
the  mean  results  of  other  observers  using  accurate  methods. 

If  pure  air  be  passed  into  the  combustion  pipette^  and  the  wire 
heated,  as  in  an  analysis,  there  should  be  no  difference  whatever 
in  the  readings  before  and  after.  The  traces  of  hydrogen  present 
in  air  are  thus  quite  inappreciable  by  this  method. 

The  satisfactory  working  of  the  apparatus  should  be  tested  by 
blank  experiments  with  the  same  air,  and  with  the  residual 
pitrogen.    Any  leakage  in  the  connections  will  thus  be  detected, 
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and  can  be  further  localised  by  putting  pressure  successively  on 
different  parts  of  the  connections.  Tlie  powder  used  for  dusting 
the  inside  of  rubber  tubing  is  a  fertile  source  of  slight  and  very 
troublesome  leakages  at  the  joints.  These  leakages  do  not  occur 
if  the  rubber  is  perfectly  clean  and  smooth,  or  if  the  inside  of  each 
piece  of  tubing  is  coated  with  a  thin  layer  of  vaseline,  Another 
source  of  slight  error  arises  from  the  fact  that  when  the  potasli 
pipette  is  first  charged  the  potash  may  form  a  little  potassium 
sulphide  at  the  expense  of  sulphur  present  in  the  rubber.  This 
potassium  sulphide  may  then  absorb  an  appreciable  amount  of 
oxygen  when  air  is  passed  into  the  pipette,  so  that  in  successive 
blank  experiments  with  air  the  readings  are  slightly  lower  each 
time.  If  the  potash  has  turned  yellow  some  sulphide  is  probably 
present,  and  the  pipette  should  be  re-charged  with  fresh  solution. 

Air  to  which  '047  per  cent,  of  methane  had  been  added  gave  in 
four  successive  determinations  "044  per  cent.,  -053  per  cent,, 
•051  per  cent.,  and  '040  per  cent.  It  will  be  seen  from  these 
examples  that  with  care  results  which  are  reliable  to  within  "01 
per  cent,  may  be  obtained  in  ordinary  analysis. 

It  seldom,  if  ever,  happens  that  a  gas-burette  is  graduated  quite 
correctly  all  the  way  down  to  within  '001  c.c.  The  graduation 
ought,  however,  to  be  so  close  that  for  mine  air  analyses  the 
irregularity  is  not  sufficient  to  cause  any  appreciable  error,  except 
in  oxygen  determinations ;  and  if  the  error  in  the  oxygen  percent- 
age of  pure  outside  air  as  given  with  the  burette,  starting  at  about 
some  given  graduation  mark,  be  once  determined,  it  is  easy  to  make 
the  requisite  corrections.  Supposing  that  a  given  burette  always 
gives  say  20'90  per  cent,  of  oxygen,  the  result  should  be  corrected 
to  20'93;  and  where  lower  oxygen  percentages  are  obtained  with 
mine  air,  a  corresponding  correction  should  be  introduced.  If, 
however,  it  is  preferred  to  set  down  the  result  exactly  as  found,  then 
the  result  obtained  with  pure  outside  air  ought  also  to  be  stated. 
This  result  is  by  itself  a  most  convenient  check  on  the  evenness 
with  which  any  burette  is  graduated,  and  provided  the  burette  is 
evenly  divided,  it  does  not  matter  whether  the  divisions  marked  on 
it  correspond  exactly  to  divisions  of  a  cubic  centimetre. 
Pure,  dry  atmospheric  air  contains  : — 

.  20-93 
0-03 

1}  79-04 


100-00 


Oxygen 

Carbonic  acid  . 
Nitrogen  . 
Argon 


METHODS  OF  ANALYSIS. 


115 


As  in  ordinary  gas  analyses  it  is  not  necessary  to  determine 
nitrogen  and  argon  separately,  these  two  gases  together,  along  with 
the  minute  traces  which  are  present  of  hydrogen  and  several  of 
the  recently  discovei'ed  rarer  gases,  are  usually  referred  to  as 
"  nitrogen,"  and  are  so  referred  to  in  the  present  work. 

In  summer  the  percentage  of  COj  in  pure  air,  at  about  three 
feet  from  the  ground  (as  determined  by  the  far  more  delicate 
gravimetric  method),  varies  from  about  '025  per  cent,  by  day  to 
•035  per  cent,  by  nighty  ^  the  mean  being  almost  exactly  '030  ; 
and  doubtless  the  oxygen  percentage  varies  correspondingly.  In 
large  towns,  particularly  in  winter,  there  is  very  commonly  an 
increase  of  '01  or  '02  per  cent,  in  the  COg  percentage ;  and  in  a 
fog  in  London  Russell  has  found  as  much  as       per  cent,  of  COg. 

Determination  Underground  of  Carbonic  Acid  and  Fire-damp  or 
Carbonic  Oxide. — It  is  often  desirable  to  be  able  to  make  accurate 
determinations  on  the  spot  underground  of  various  impurities  in 
the  air.  For  instance,  it  may  be  desired  to  trace  out  the  source 
and  amount  of  some  such  impurity  as  carbonic  acid  or  carbonic 
oxide,  or  to  check  by  accurate  determinations  the  cap  indications 
of  a  lamp,  or  to  ascertain  whether  fire-damp  is  present  when  a 
lamp  gives  no  certain  indications,  or  black-damp  possibly  con- 
taining fire-damp  interferes  with  the  lamp  test. 

With  the  object  of  meeting  such  cases.  I  have  designed  the 
following  method. 

Description  of  Apparatus. — The  apparatus,  which  is  shown  in 
fig.  38,  is  on  the  same  principle  as  that  already  described,  except 
that  it  is  smaller  and  more  compact,  and  does  not  afford  a  means 
of  determining  oxygen  or  any  high  percentage  of  other  gases. 
It  is  enclosed  in  a  wooden  case,  the  internal  measurements  of 
which  are  7  x  12  x  2J  inches.  The  weight  when  the  whole  is 
ready  for  use  is  about  pounds. 

The  air-burette  A,  which  is  enclosed  in  a  glass  water-jacket, 
consists  of  a  wide  ungraduated  and  a  narrow  graduated  portion. 
It  holds  about  10  c.c.  from  the  top  to  the  bottom  of  the  scale. 
The  graduated  portion,  which  is  4  inches  long,  is  divided  into 
about  100  divisions.  Two  kinds  of  burette  are  supplied.  In  the 
first,  which  is  more  useful  in  metalliferous  mines  or  non-fiery  coal- 
mines, each  division  corresponds  to  -3  (jVo^th  part  of  the  volume  of 
the  burette.  The  lowest  division  is  marked  0,  and  the  highest 
200,  if  exactly  100  divisions  are  present.  Each  division  on  the 
burette  thus  counts  for  two  on  the  scale.  Any  difference  between 
a  reading  at  or  near  zero  and  a  second  reading  is  thus  shown  by 
the  scale  in  volumes  per  10,000,  there  being  no  calculations  or 
'  Haldane,  Journal  of  Hygiene,  vol.  ii.  p.  4'2l,  1902. 


16 


THE  EXAMINATION  OF  MINE  AIR. 


MfiTttODS  OP  ANALYSIS. 


11? 


corrections.  In  the  second  burette,  which  is  meant  for  fiery 
collieries,  each  division  corresponds  to  YtjVo-^'^  V^^^  t^^<^  capacity 
of  the  burette.  The  lowest  division  is  marked  0,  and  the  highest 
10,  so  that  each  division  on  the  burette  counts  for  O'l  on  the 
scale,  which  thus  directly  shows  percentages  of  the  capacity  of 
the  burette.  The  diameter  of  the  potash  pipette  C,  and  the 
combustion  pipette  B,  is  1  inch,  and  the  length  2  inches.  The 
connecting  tubes  leading  to  these  pipettes  and  to  the  pressure- 
gauge  of  the  control  tube  from  above  have  an  internal  diameter 
of  1*8  to  2*2  mm.,  as  in  the  larger  apparatus;  but  the  rubber 
and  glass  connecting  tubes  leading  onwards  from  the  pipettes  to 
the  corresponding  reservoir  tubes  have  an  internal  diameter  of 
about  4  mm.  The  potash  reservoir  slides  up  and  down  on  a 
spring  clamp,  and  the  mercury  reservoir  of  the  combustion 
pipette  is  also  fixed  by  a  spring  clamp.  The  mercury 
reservoir  D  is  suspended  from  a  hook  attached  to  the  rack  and 
pinion  apparatus  shown,  by  means  of  which  the  level  of  the 
mercury  in  the  pipette  can  be  accurately  adjusted.  The  water- 
jacket,  which  is  8  inches  long  and  2  inches  in  diameter,  is 
closed  above  by  a  split  cork,  fitting  very  loosely,  so  as  to  permit 
the  free  escape  of  air.  A  tube  is  provided  for  blowing  air 
through  the  water  of  the  jacket,  so  as  to  mix  the  water  thoroughly 
before  each  reading  of  the  burette.  Both  the  burette  and  the 
control  tube  are  kept  moist  inside,  as  in  the  larger  apparatus. 
The  burette  should  be  washed  out  at  first  with  very  dilute 
sulphuric  acid  solution,  so  that  the  contained  moisture,  which 
should  always  be  easily  visible,  remains  acid.  The  calibration  of 
the  burette  can  easily  be  checked  by  weighing  the  mercury  which 
flows  out,  as  in  the  case  of  the  larger  apparatus. 

In  connection  with  work  underground,  it  is  particularly 
important  to  realise  the  importance  of  closing  the  connections 
between  the  potash  and  the  gas  burette  and  control  tube  at  the 
end  of  each  analysis.  If  this  precaution  be  neglected,  and  the 
apparatus  is  meanwhile  taken  down  a  shaft,  or  from  a  return  to 
an  intake  road,  or  from  any  very  warm  place  to  a  cool  one,  the 
potash  may  be  driven  over  into  the  burette,  and  the  apparatus 
thus  rendered  useless  until  it  has  been  thoroughly  washed  out, 
including  all  connections  of  the  burette,  with  dilute  acid.  A  little 
potash  in  the  control  tube  is  of  no  importance. 

The  efficient  working  of  the  apparatus  is  ascertained  by  de- 
priving a  sample  of  air  of  COg,  and  seeing  that  its  volume  as 
read  off  is  not  altered  by  as  much  as  '01  per  cent,  after  it  has 
been  passed  over  into  the  potash  pipette  or  combustion  pipette, 
all  adjustments  being  made  as  in  an  analysis.    Any  error  due  to 
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leakage  or  obstructions  in  the  connections,  or  failure  from  any 
cause  of  the  potash  to  return  exactly  to  its  proper  level  in  the 
gauge  tubes,  will  thus  be  at  once  i-evealed  (see  p.  113). 

As  it  is  difficult  to  find  convenient  places  underground  on  which 
to  set  the  apparatus  during  an  analysis,  a  brass  socket  is  provided 
in  the  bottom  of  the  case,  into  which  the  brass  top  of  a  wooden 
rod  about  4|  feet  long  can  be  screwed.  The  apparatus  can 
then  be  allowed  to  lean  against  the  side  of  a  road  or  working 
place  during  an  analysis,  and  the  readings  can  be  made  quite 
conveniently. 

When  it  is  desired  to  use  the  apparatus  for  analysing  bottle 
samples  of  air  above-ground,  a  mercury  trough  and  curved  tube 
must  be  employed,  as  in  the  case  of  the  larger  apparatus. 

Process  of  Analysis. — The  mercury  reservoir  is  first  raised,  so 
as  to  expel  all  air  from  the  burette  to  the  outside.  The  tap 
of  the  burette  is  then  closed  by  turning  it  a  short  way  in 
the  same  direction  as  the  hands  of  a  clock  turn,  and  the  reser- 
voir replaced  on  the  hook  at  the  right  level  for  filling  the 
burette.  The  apparatus  is  then  carried  open  to  the  exact  point 
from  which  the  sample  is  required,  and  the  tap  opened  to  the 
outside,  so  as  to  alloAv  the  burette  to  fill.  The  tap  is  then 
again  closed,  and  the  apparatus  placed  in  position  for  the 
analysis.^  After  roughly  levelling  the  mercury  in  the  burette  and 
reservoir,  the  taps  of  the  burette  and  control  tube  are  opened 
towards  the  potash,  and  the  levels  adjusted  to  the  marks  after 
blowing  air  through  the  water-jacket.  A  reading  is  then  taken, 
and  ought  of  course  to  be  close  to  the  zero-point  of  the  graduation. 
The  CO2  is  then  absorbed,  as  in  the  case  of  the  larger  apparatus, 
and  a  second  reading  taken  after  again  carefully  adjusting  the 
levels  and  blowing  air  through  the  water-jacket,  both  these  pre- 
cautions being  absolutely  necessary.  The  difference  between  the  two 
readings  gives  the  proportion  of  COg  in  percentage  or  in  volumes 
per  10,000,  according  as  the  one  or  the  other  kind  of  burette  is  used. 

The  air  is  then  passed  into  the  combustion  pipette,  and  the 
spiral  heated  by  a  current  from  a  hand  electric  lamp,  as  described 
in  the  case  of  the  larger  apparatus,  It  is  evident  that  this  process 
must  never  be  carried  out  at  any  place  where  there  is  any  chance 
of  the  air  being  explosive ;  for  although  there  will  be  no  sparking 
if  the  wire  connections  are  first  made,  and  the  current  then 
gradually  turned  on,  as  ought  always  to  be  the  case,  through  the 

1  If  the  temperature  at  this  point  differs  much  from  that  at  which  the  appar- 
atus has  just  previously  been,  it  is  better  to  wait  a  few  minutes  before  beginning 
the  analysis,  so  as  to  allow  the  connecting  tubes  to  the  pipettes  to  reach  the 
temperature  of  the  air  :  otherwise  the  results  are  less  accurate. 
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graduated  resistance,  yet  a  mistake  might  lead  to  there  being 
a  spark.  An  ordinai-y  lamp  must  always  be  carried  when  the 
apparatus  is  used  for  gas-testing  underground  in  fiery  mines ;  and 
indeed  it  should  be  distinctly  understood  that  the  apparatus  is  not 
meant  to  replace  in  any  way  lamps  for  gas-testing  purposes, 
since  the  latter,  so  far  as  they  are  capable  of  giving  information, 
are  far  more  convenient.  The  contraction  on  combustion  having 
been  noted,  the  CO^  formed  is  likewise  determined.  The  results 
indicate  the  proportion  of  fire-damp,  carbonic  oxide,  or  any  other 
combustible  gas,  if  such  be  present. 

It  is  evident  that  if  the  CO^  is  determined  first,  as  just  described, 
a  small  part  of  the  combustible  gas  will  be  left  in  the  connections 
between  the  tap  of  the  combustion  pipette  and  the  potash 
absorption  pipette.  This  space  can  be  determined  once  for  all  by 
filling  the  coarser  burette  with  water,  and  passing  water  over 
first  to  the  tap  of  the  combustion  pipette^  and  then  to  the  mark 
on  the  potash  pipette,  and  reading  off  on  the  burette  the  volume 
of  the  space  in  question.  If,  for  instance,  this  space  amounts  to 
7  per  cent,  of  the  capacity  of  the  burette^  it  is  evident  that  it  is 
necessary  to  add  about  7  per  cent.,  or  J^th,  to  the  proportion  of 
fire-damp  or  CO  found.  The  correction  may  also  be  determined 
once  for  all  by  making  a  determination  of  the  combustible  gas 
in  a  sample,  without  washing  out  the  space,  and  then  making  a 
supplementary  determination  after  the  space  has  been  washed  out 
with  air  which  has  been  freed  from  combustible  gas  and  CO.j. 

After  an  analysis  the  mercury  reservoir  is  fixed  to  the  case  by 
a  piece  of  elastic  webbing,  shown  in  fig.  38 ;  and  the  rubber  tube 
of  the  mercury  reservoir  is  hitched  over  a  hook,  also  shown  in  fig. 
38.  The  taps  having  been  turned  so  as  to  open  the  burette  and  con- 
trol tube  to  the  air,  and  at  the  same  time  shut  off  connection  with 
the  potash,  the  case  is  then  closed  up.  Where  there  is  a  chance  of 
the  case  being  laid  on  its  side,  as  in  travelling,  corks  should  be 
inserted  in  the  potash  and  mercury  reservoirs,  or  the  mercury 
and  potash  poured  out. 

The  following  examples  will  serve  to  illustrate  the  calculation 
of  the  results  : — 

1.  Air  from  an  "  End"  in  a  Metalliferous  Mine,  shortly  after 
shotfiring.    Finer  burette  used. 

First  reading  of  burette  .....  6 
After  CO,  absorbed  82 


COg  in  volumes  per  10,000 


76 
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After  combustion  ...... 

.".  contraction 

After  GO.T,  absorbed  

.-.  COg  produced  in  volumes  per  10,000 

Result :— CO2    =    0-76  per  cent. 
CO     =  0-OG 
H2     =  0-007 

As,  however,  an  addition  to  the  percentage  of  combustible  gas 
of  7  per  cent,  needed  to  be  made  because  some  of  the  gas  was  left 
in  the  dead  space  beyond  the  combustion  pipette,  the  corrected 
result  was  O'OQi  per  cent,  of  CO  and  0-007  per  cent,  of  hydrogen. 

2.  Air  from  a  "  Return"  in  a  Fiery  Collier  ij.    Fire-damp  alone 
determined.    Coarse  burette  used. 

First  reading  of  burette  .  .  0-16 
After  combustion  .       .       .  .2*72 


.-.  contraction  -=  2-56 

•■•  CH4  =  1-28  per  cent. 

In  the  last  determination  there  was  no  correction  to  be  made 
as  the  air  was  not  passed  into  the  potash  pipette  at  all. 

In  the  first  determination  the  combustible  gas  was  assumed  to 
be  CO  and  hydrogen,  as  no  other  gases  could  well  be  present; 
and  in  the  second  determination  it  was  assumed  that  only  methane 
was  present,  as  previous  analyses  had  shown  that  the  contraction 
was  always  just  double  the  volume  of  CO,  formed. 

A  description  will  be  found  below  (p."  147)  of  a  physiological 
method  of  roughly  determining  very  small  percentages  of  CO  in 
air,  even  when  other  unknown  hydrocarbons  are  present. 

Determination  of  Stone  Dust.— In  view  of  the  disastrous 
effects  produced  in  metalliferous  miners  by  the  habitual  inhala- 
tion of  air  containing  stone  dust,i  it  is  often  important  to 
determine  the  quantity  of  stone  dust  in  the  air  of  working 
places,  particularly  with  a  view  to  deciding  whether  the  means 
taken  to  allay  the  dust  are  efficient.  The  determination  can  be 
conveniently  made  in  the  following  manner: — 

1  Report  by  Ealdane,  Martin,  and  Tlwtnas  on  Vie  Health  of  Cornish  Miwrs, 
Parliamentary  Paper  [Cd.  2091],  1904.  Also  Beport  of  the  Tra7isvaal  Miners' 
Phthisis  Commission,  1903;  and  EcTporl  by  Dr  R.  II.  Makgill  on  Sanilarij 
Conditions  at  Reefton  Mines,  New  Zealand,  N.Z.  Parliamentary  Paper,  1904. 


86 
4 

92 
6 


MEiTHODS  OF  ANALYSIS 


121 


A  piece  of  glass  tube  about  2|  inches  long  and  |  inch  in 
diameter  is  prepared  in  the  form  shown  in  fig.  39.  A  small 
plug  of  cotton-wool  is  pushed  firmly  down  to  the  constricted  part. 
This  filters  off  any  dust  in  the  air  drawn  through  the  tube.  An 
additional  guard  plug  or  a  cork  at  the  wide  end  of  the  tube 
sefves  to  prevent  accidental  contamination  or  loss  of  dust.  At 
the  place  where  it  is  desired  to  determine  the  dust,  the  cork  or 
guard  plug  is  removed,  and  the  glass  tube  attached  by  a  piece  of 
rubber  tubing  about  an  inch  long  to  the  nozzle  of  a  brass 
exhausting  syringe  taking  about  200  c.c.  or  more  of  air  at 
each  stroke,  and  provided  with  thoroughly  efficient  valves. 
The  glass  tube  should  touch  the  nozzle  of  the  syringe,  so  as 
not  to  require  any  support.  The  syringe  is  then  held  so  that 
the  tube  points  horizontally,  and  a  sufficient  quantity  of  air 
drawn  through.  The  quantity  is  measured  by  counting  the 
strokes  of  the  syringe,  the  capacity  of  which  has  been  calculated 
beforehand.  Care  must  be  taken  that  time  is  given  at  the  end 
of  each  stroke  for  the  full  charge  of  air  to  enter,  as  the  resistance 


Fig.  39. — Apparatus  for  Dust  Determination. 


of  the  cotton-wool  and  valve  causes  a  slight  delay.  After  the  air 
has  been  drawn  through  the  tube  the  guard  plug  is  replaced.  If 
any  dust  was  present  in  the  air,  it  will  now  be  seen  on  the  surface 
of  the  cotton-wool.  The  quantity  present  is  determined  by 
igniting  the  plug  of  wool  in  a  platinum  crucible,  carefully  weighed 
to  decimilligrammes,  with  the  usual  precautions  as  regards  cooling. 
The  difference  in  the  weight  of  the  crucible  before  and  after  the 
ignition  gives  the  weight  of  dust  in  the  air.  The  weight  of  the 
ash  from  the  cotton-wool  is  not  appreciable. 

The  quantity  of  air  needed  for  the  analysis  of  course  depends 
on  the  amount  of  dust  present.  In  the  air  of  an  "  end  "  or  "  rise  " 
with  a  rock-drill  at  work  boring  dry  holes,  10  litres  would  be 
sufficient,  and  would  commonly  contain  from  5  to  10  milli- 
grammes of  dust.  With  an  efficient  jet  or  spray  no  appreciable 
quantity  of  dust  is  yielded  by  20  litres  of  air.  The  absence  of 
appreciable  quantities  of  dust  from  the  air  can  be  inferred  from 
the  appearance  of  the  cotton-wool,  unless  the  dust  is  quite  white. 
On  the  other  hand,  blackening  of  the  wool  might,  in  some  cases, 
be  due  to  smoke  from  explosives,  the  carbonaceous  particles  of 
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which  appear  to  be  more  or  less  harmless.  The  air  of  an  end  or 
rise  just  after  blasting  contains  large  quantities  of  dust  if  the 
rock  blasted  was  dry;  and  the  men  ought  not  to  return  until 
there  is  less  than  1  milligramme  in  10  litres  of  air.  The 
average  air  of  a  stope  where  men  are  working  should  not  yield 
any  weighable  dust  in  10  litres  of  air.i 

Determination  of  Moisture.— The  most  convenient  method  of 
determining  the  moisture  in  air  underground  is  by  the  readings 
of  dry-  and  wet-bulb  thermometers.  Two  good  chemical  Fahren- 
heit thermometers  are  selected.  They  must  read  together  at 
all  parts  of  the  scale,  and  the  graduation  should  be  open  and 
very  plainly  marked.  A  layer  of  thin  muslin  is  tied  with  thread 
round  the  bulb  of  one  of  them,  and  this  is  wetted  with  water 
(carried  in  a  small  bottle)  just  before  use.  The  thermometers  are 
held  in  one  hand,  with  the  bulbs  well  separated,  and  vigorously 
waved  about  in  the  air  to  be  tested,  until  the  readings  of  both 
thermometers  are  perfectly  steady.  In  reading  the  thermometers 
care  must  be  taken  that  they  are  not  afiFected  by  the  heat  of  a 
candle  or  lamp.  A  pocket  electric  lamp  is  useful  for  making  the 
readings.  Unless  the  air  is  saturated,  the  wet-bulb  thermometer 
will  read  lower  than  the  dry-bulb.  To  calculate  from  the 
readings  the  weight  of  moisture  per  cubic  foot  of  air,  the 
percentage  saturation,  etc.,  Glaisher's  well-known  Tables  -  should 
be  used. 

Mine  air  is  usually  pretty  moist,  so  that  the  difference  between 
the  dry-  and  wet-bulb  readings  is  not  very  great.  It  is  thus  a 
useful  rule  to  remember  that  for  the  first  four  or  five  degrees  of 
difference  between  the  dry-  and  wet-bulb  thermometers  each 
degree  corresponds  to  about  7  per  cent,  of  relative  saturation 
at  about  45°  F.,  6  per  cent,  at  about  60',  and  5  per  cent,  at  about 
80°.^  Thus,  if  the  dry-bulb  reading  was  80°,  and  the  wet-bulb 
75-5°,  the  relative  saturation  of  the  air  with  moisture  would  be 
100  —  4-5  X  5  =  77-5  per  cent. 

The  table  on  the  following  page  gives  the  weight  of  moisture 
in  grains  per  cubic  foot  of  saturated  air  at  different  temperatures. 
With  the  help  of  this  table,  and  the  data  given  above  as  to  the 
significance  of  dry-  and  wet-bulb  observations,  the  weight  of 
moisture  in  mine  air  at  any  part  may  be  roughly  calculated  from 
the  dry-  and  wet-bulb  readings ;  though  it  is,  of  course,  preferable 
to  use  Glaisher's  Tables.    In  the  above  example,  the  number  of 

^  Cf.  Thomas  and  Macqueen,  Trails,  of  the  Inst,  of  Mining  and  Metallurgy, 
1904. 

-  Eygrometrical  Tables,  by  James  Glaisher,  F.R.S.  Published  by  Taylor 
&  Francis,  Red  Lion  Court,  Fleet  Street,  London. 
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Temperature,  F. 

Grains  of  Moisture 
per  Cubic  Foot 
of  Air. 

Tempernturc,  F. 

Grains  of  Moisture 
per  Cubic  Foot 
ot  Air. 



30° 

2'0 

o  o 

35° 

2-4 

70° 

8-0 

40° 

2-9 

75° 

9-4 

45° 

3-4 

80° 

11-0 

50° 

4-1 

85° 

12-8 

55° 

4-9 

90° 

14-8 

60° 

5-8 

95° 

17-2 

77-5 


=  8-5. 


grains  of  moisture  per  cubic  foot  would  be  11 -Ox 

grains   and   cubic  feet 
•0283  cubic 


Glaisber's  Tables   give  the  results  in  ^ 
(1  grain  =  0-0648  gramme;   and  1  cubic  foot 

metre).  . 

Recognition  of  Sulphuretted  Hydrogen  and  Nitrous  Fumes.— 

Two  very  poisonous  substances— namely,  sulphuretted  hydrogen 
(HgS),  and  nitrous  fumes  from  the  combustion  or  imperfect  detona- 
tion of  nitro-explosives — are  occasionally  met  with  in  formidable 
quantities  in  the  air  of  mines  (see  pp.  134,  149).  Fortunately, 
they  are  both  easily  recognisable  by  the  senses. 

Sulphuretted  hydrogen  in  very  great  dilution  is  recognised  by 
its  characteristic  smell  of  rotten  eggs.  When  the  proportion 
exceeds  about  -01  per  cent.,  the  smell  seems  to  be  less  distinctive, 
and  irritation  of  the  eyes  begins  to  be  produced— a  warning 
symptom  which  should  never  be  neglected.  It  may  also  be  easily 
recognised  by  its  blackening  action  on  paper  moistened  with 
acetate  of  lead  solution. 

Nitrous  fumes  have  an  almost  equally  characteristic  smell — 
that  of  fuming  nitric  acid.  The  presence  of  this  smell  after 
blasting  should  act  as  a  warning  to  miners  not  to  return  till  the 
air  is  clear.  In  higher  proportions  nitrous  fumes  have  an  irritant 
action  on  the  air-passages  j  and  air  which  produces  this  effect  is 
decidedly  dangerous.  A  simple  chemical  test  for  nitrous  fumes 
is  to  expose  paper  soaked  in  a  solution  of  starch  and  iodide  of 
potassium.  The  starch  is  quickly  turned  blue  by  the  liberation 
of  iodine  if  nitrous  fumes  are  present. 
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II.  INTEKPRETATION  OF  MINE  AIR  ANALYSES. 

It  is  of  little  use  to  have  a  complete  analysis  of  mine  air 
inilcss  the  significance  of  the  results  is  equally  completely  under- 
stood.   The  following  section  will  therefore  be  devoted  to  a 
discussion  of  the  significance  of  the  various  results  which  may 
be  obtained. 


Methods  of  Stating  the  Results. 

Every  analysis  of  mine  air  should  be  stated  in  terms  of  the 
actual  chemical  constituents  found,  as  in  the  analyses  quoted 
above.  It  is  usually,  however,  of  advantage  also  to  state  the 
results  m  another  form.  In  nearly  every  case  a  greater  or  less 
amount  of  air  is  present  in  the  mixture  analysed.  As  (apart 
from  the  very  small  quantity  of  oxygen  which  might  be  liberated 
in  the  detonation  of  dynamite)  atmospheric  air  is  the  only  source 
of  oxygen  in  a  mine,  it  is  clear,  in  the  first  place,  that  the  pro- 
portion of  atmospheric  air  in  the  sample  may  be  calculated  from 
the  oxygen  percentage  by  multiplying  by  i^.    The  residue 

left  after  deducting  the  oxygen,  nitrogen,  and  CO.^  of  the  air  con- 
sists of  nitrogen,  CO^,  and  possibly  methane  (fire-damp)  CO  etc 
The  methane,  and  also  the  CO,  or  any  other  combustible  constituent' 
ought  evidently  to  be  stated  separately,  so  that  what  is  still  left  over 
consists  of  nitrogen  and  CO2.  Now  it  will  be  found  that  in  the 
great  majority  of  mine  air  analyses  (see  pp.  125-128)  the  composi- 
tion of  this  residue  corresponds  more  or  less  closely  to  that  of  the 
"black-damp,"  or  " choke-damp,"  met  with  in  unveutilated  parts 
of  the  mine  from  which  the  sample  comes.  Hence  the  residue 
in  question  may  be  set  down  hi  the  analysis  as  "black-damp." 

By  black-damp,  or  choke-damp,  a  miner  practically  understands 
any  sort  of  gas  or  air  which  will  extinguish  a  candle  or  lamp 
without  at  the  same  time  being  capable  of  causing  an  explosion, 
and  which  will  not  cause  symptoms  of  poisoning,  asphyxiation, 
or  serious  discomfort  when  mixed  with  just  sufficient  air  to  allow 
a  candle  to  burn.  Pure  black-damp,  free  from  air,  is  very 
commonly  confused  with  carbonic  acid,  but  is  really  a  mixture 
of  nitrogen  with  a  relatively  small  proportion  of  carbonic  acid.i 

1  For  experiments  on  the  nature,  source,  and  properties  of  black-damp  see 
Haldane  and  Atkinson,  Trans.  Inst,  of  Mining  Engineers,  vol  viii  p  549  • 
Haldane,  ihid.,  vol.  xi.  p.  265;  Haldane  and  Meacliem,  ibid.,  vol  xvi  ' 
1899  ;  also  Report  to  the  Home  Secretary  on  the  Health  of  Cornish  Miners 
1904,  p.  82.  ' 
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It  is  simply  the  gaseous  residue  resulting  from  the  slow  oxidising 
action  of  air  on  oxidisable  substances  in  a  mine  (see  p.  129). 
Hence  it  consists  chiefly  of  nitrogen ;  and  a  mixture  of  black- 
damp  and  air  has  very  different  physical  and  physiological  pro- 
perties from  a  mixture  of  carbonic  acid  and  air.  For  instance, 
pure  black-damp  is  much  lighter  than  carbonic  acid,  and  is  even 
lighter  than  air  if,  as  may  happen,  it  contains  less  than  5-25  per 
cent,  of  carbonic  acid.  A  small  admixture  of  fire-damp,  which  is 
very  common  in  collieries,  will  easily  make  black-damp  lighter 
than  air. 

The  following  examples  illustrate  the  mode  of  statement  of  an 
analysis  in  terms  of  air,  black-damp,  etc.,  and  at  the  same  time 
show  that  this  mode  of  statement  is  justifiable : — 

1.  Gas  issioing  into  a  Return  Air-ivai]  from  Old  Worlcings  through 
a  -pipe  in  a  brick  stopping,  Podmore  Hall  Colliery,  North 
Staffordshire. 


Oxygen 
Carbonic  acid 


Methane  (CH^) 
Nitrogen 


0-72 
11-03 

7-47 
80-78 


100  00 


Otherioise  expressed. 


Black-damp  -j 


Air 


Fire-damp 


7-47 


100-00 


2.  Air  from  Main  Return  of  same  Colliery. 


Oxygen        ....  20-34 

Carbonic  acid       .        .       .  0-305 

Methane  (CH^)    .       .       .  0-65 

Nitrogen     ....  78-705 


100-00 
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Air 


Otherwise  expressed. 

[  Oxygen 

Carbonic  acid 
(  Nitrogen 


Black-damp  { 


Fire-damp 


Car])onic  acid 


20-34  I 
0-03  } 

76K1  ) 
1  -895 
0-27 


97-18 

2-17 
0-G5 


100-00 

In  these  analyses  the  percentage  composition  of  the  black-damp 
was — 

No.  1.     No.  2. 

Nitrogen  ....  87-6  87-3 
Carbonic  acid   .       .       .12-4  12-7 


3.  Oas  issuing  through  a  Pipe  from  Old  Workings,  Hamstead 
Colliery,  South  Staffordshire. 


Oxygen  .  ,  .  .3-35 
Carbonic  acid  .  .  .  5*25 
Nitrogen  ....  84-03 
Methane  .  .  .  .7-33 
Carbonic  oxide     .        .       .  0-04 


100-00 


Air 


/  Oxygen 
(  Nitrogen 


Otherioise  expressed. 


Nitrogen 


Black-damp  >       ,     .      . , 
^  I  Carbonic  acid 

Fire-damp  (CH^) 

Carbonic  oxide 


3-35 
12-65 
71-38 

5 


-38  ( 
•25  I 


16-00 

76-63 

7-33 
-04 


100-00 


4.  Air  from  Main  Return,  same  Colliery 
Oxygen       ....  20-55 
Carbonic  acid       .       .       .  0-13 
Methane      ....  0-06 
Nitrogen     ,       .       .  .79-26 


100-00 
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f  Oxygen 

Air  <  Nitrogen 

(  Carbonic  acid 

Di    1  1        I  Nitrogen  . 
Black-damp  <  ^   ,  °  .      ■ , 
^  \  Carbonic  acid 

Fire-damp  (CHJ  . 


20-55  ) 
77-61  V<)8-19 
0-03  ) 


1-65  ) 
0-10/ 


1-75 
0-06 


100-00 


In  these  analyses  the  percentage  composition  of  the  black -damp 
was — 


Nitrogen  . 
Carbonic  acid 


ISTo.  3.     No.  4. 
93-2  94-3 
G-8  5-7 


5.  Sample  from  a  Disused  "  End,"  Dolcoatli  Tin  Mine,  Cornioall. 
A  candle  loould  scarcely  hum. 


Oxygen 
Carbonic  acid 
Nitrogen 


17-99 
3-18 
78-83 

100-00 


Air 


Othenoise  expressed. 


{  Oxyge 
■{  Carbo 


Black-damp 


en 

vjtitbonic  acid 
(  Nitrogen 

Nitrogen  . 
Carbonic  acid 


17-99 


03  V  85-96 


67-94  I 
10-89  ) 
3-15  i 


14-04 


100-00 


6.  Sample  from  Top  of  Corresjjonding  Upcast  Shaft. 


Oxygen 
Carbonic  acid 
Nitrogen 


20-86 
0-10 
79-04 


100-00 
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Otherwise  expressed. 

(Oxygen       ....  20-86) 
Air    <  Carbonic  acid      .       .       .      0  03  1  99-67 

(  Nitrogen     ....  78-78  I 

Black-damp  J  •  .      •       •      0-26  ) 

^  (  Carbonic  acid    .       .      0  07  [  " 


100-00 


In  these  analyses  the  percentage  composition  of  the  black- 
damp  was — 

No.  5.     No.  G. 

Nitrogen  ....  77-6  79-1 
Carbonic  acid   .       .       .    22-4  20*9 

In  the  author's  experience,  black-damp  in  different  English 
mines  contains  from  about  78  to  95  per  cent,  of  nitrogen,  and 
22  to  6  per  cent,  of  GO^.  In  New  South  Wales  collieries  black- 
damp  with  as  little  as  4  per  cent,  of  COg  has  been  found,i  and 
black-damp  of  similar  composition  has  been  found  by  the  writer 
in  a  well  in  England.  Black-damp  which  was  nothing  but  pure 
nitrogen  has  recently  been  observed  in  a  metalliferous  mine  in 
Colorado.^ 

There  are  certain  cases  where  it  would  be  clearly  incorrect  to 
include  a  residue  of  nitrogen  and  COg  as  "black-damp."  These 
gases  may,  for  instance,  be  partly  derived  from  an  explosive  (see 
p.  131)  or  from  respiration ;  and  it  may  be  possible  to  say  to 
what  extent  this  is  the  case  if  the  sample  is  from  some  confined 
space  in  a  mine.  As  a  general  rule,  however,  the  products  of 
respiration,  lights,  and  explosives  have  such  a  minute  effect  on  the 
air  in  the  air-ways  of  a  mine  that  they  may  be  neglected,  at  any 
rate  in  the  case  of  collieries.  For  instance,  in  the  colliery  from, 
which  samples  3  and  4  were  taken,  the  men,  horses,  and  lights 
would  only  account  for,  at  most,  one-fiftieth  of  the  consumption 
of  oxygen  in  the  mine ;  and  in  the  case  of  Dolcoath  tin-mine,  for 
about  one-eighth.  The  products  of  combustion  of  a  colhery 
explosion  ("after-damp")  or  of  an  underground  fire  are  also 
difficult  to  distinguish  from  ordinary  black-damp.  After  an 
explosion,  for  instance,  the  ventilation  of  a  colliery  is  interrupted, 
and  the  workings  become  filled  with  a  mixture  of  after-damp, 

1  Guthrie  and  Atkinson,  Proc,  Royal  Society  of  New  South  Wales,  Tol.  xxxv, 
p.  52  (1901). 

2  JiBp,  Mining  Journal,  August  27,  1904. 
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black-dainp,  Hre-damp,  and  air.  The  former  always  contains 
carbonic  oxide — probably  about  3  or  4  per  cent.  The  products 
of  combustion  from  heated  or  burning  coal  likewise  contain 
carbonic  oxide  in  varying  proportions. 

In  English  mines,  no  perfectly  clear  case  seems  yet  to  have  been 
recorded  where  nitrogen  or  carbonic  acid,  not  traceable  directly 
or  indirectly  to  the  action  on  air  of  substances  in  coal  or  other 
minerals,  has  been  given  off  underground.  Small  quantities  of 
nitrogen  and  carbonic  acid  are,  it  is  true,  commonly  present  in 
samples  of  fire-damp  from  bore-holes,  etc.  ]  but  even  this  may 
perhaps  be  derived  from  air.  It  is  well,  however,  to  bear  in  mind 
cases  such  as  that  of  the  Grotto  del  Cane,  where  pure  CO,  is  given 
off,  or  that  of  the  hot  springs  of  Bath,  where  large  quantities  of 
nitrogen,  mixed  with  a  little  carbonic  acid,  issue  with  the  hot 
water.    Similar  cases  may  occur  in  mines. 

Instead  of  stating  the  resiilts  in  terms  of  air  and  black-damp,  it 
may  be  simpler  to  state  them  in  terms  of  diminution  of  oxygen 
and  increase  of  COg.  Where  there  is  no  fire-damp  present,  this 
is  the  simplest  method  of  statement ;  but  when  fire-damp  is 
present  it  becomes  necessary  to  distinguish  between  the  diminu- 
tion of  oxygen  due  the  presence  of  the  fire-damp,  and  that  due  to 
processes  of  oxidation  in  the  mine. 

Sources  of  the  Impurities  in  Mine  Air. 

The  sources  of  the  impurities  found  in  mine  air  have  just  been 
referred  to  generally  ;  but  a  somewhat  more  detailed  discussion  is 
needed  as  regards  some  points. 

With  respect  to  the  actual  chemical  process  by  which  black- 
damp  is  formed,  the  author's  observations  have  led  him  to  the 
conclusion  that  in  all  probability  black-damp  is  chiefly  produced 
by  the  action  of  the  oxygen  of  the  air  on  iron  pyrites  (FeS2) 
contained  in  coal  and  other  minerals.  In  samples  of  coal  which 
have  been  kept  undisturbed,  and  protected  from  water,  though 
exposed  to  air,  it  will  be  observed  that  crystals  of  sulphate  of  iron, 
accompanied  by  a  very  acid  reaction,  are  formed  in  and  on  the 
coal  at  the  expense  of  iron  pyrites.  The  coal  itself,  on  the  other 
hand,  seems  to  remain  unaffected,  although  it  is  more  or  less 
crumbled  to  pieces  by  the  formation  of  the  crystals.  If  carbonates 
are  present  along  with  the  pyrites,  the  iron  is  deposited  as  ferric 
hydrate,  and  calcium  sulphate  crystals  are  formed.  The  same 
process  may  be  observed  in  metalliferous  mines.  Drops  of  strongly 
acid  water,  giving  the  reactions  of  sulphuric  acid  and  iron  salts, 
may  often  be  observed  on  the  roof  of  a  level,  or  else  abundant 
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crystals  of  calcium  sulphate  and  deposits  of  ferric  hydrate.  The 
sulphuric  acid  in  the  water  from  mines  has  even  been  known  to 
produce  hydrogen  inside  iron  water-pipes,  besides  corroding 
pumps,  etc.  It  seems  natural  to  conclude  from  these  observations 
that  black-damp  is  formed  by  the  following  reactions : — 

4FeS,  +  150,  -t-  8H„0  =  SFegOg  -i-  8H2SO, ; 
and  SHoSd,  +  SCaCOj,  =  8C02  +  SCaSO^  -f-  BH.p. 

In  this  process  8  volumes  of  COg  are  produced  for  every 
15  volumes  of  oxygen  which  disappear,  and  the  black-damp 
formed  would  consequently  consist  of  12 '4  jjer  cent,  of  COg  and 
87 '6  per  cent,  of  nitrogen.  This  corresponds  fairly  well  with  the 
composition  of  the  black-damp  commonly  found  in  coal  mines, 
ironstone  mines,  and  some  metalliferous  mines.  It  is  evident, 
however,  that  sulphuric  acid  or  acid  iron  salts  may  come  in 
contact  with  bicarbonate  instead  of  carbonate  of  lime,  in  which 
case  the  black-damp  might  contain  about  22  per  cent,  of  CO.j. 
The  second  part  of  the  reaction  may,  also,  not  occur  at  all,  or 
may  occur  at  a  different  place  from  the  first  part,  so  that  different 
samples  of  black-damp  will  vary  a  good  deal  in  the  percentage  of 
COg  present.  Black-damp  may  also  be  formed  by  the  decom- 
position of  such  substances  as  copper  pyrites  or  carbonate  of  iron, 
although  in  ironstone  mines  where  the  latter  substance  is  mined 
the  black-damp  does  not  seem  to  have  the  composition  which 
would  be  expected  from  the  oxidation  of  carbonate  of  iron  to  ferric 
hydrate.  Thus,  samples  from  two  ironstone  mines  in  the  Cleve- 
land district,  and  one  in  North  Staffordshire,  contained  on  an 
average  13'9  per  cent,  of  COg  and  86"1  per  cent,  of  nitrogen. 

In  consequence  of  the  chemical  changes  just  described,  which 
may  go  on  for  many  years  in  coal  and  other  minerals  exposed  to 
the  air,  any  unventilated  part  of  a  mine  tends  to  become  charged 
with  black-damp,  which  in  collieries  is  commonly  mixed  with  fire- 
damp given  off  by  the  coal.  On  a  fall  of  barometric  pressure 
there  is  an  outflow  of  this  gas  into  the  workings,  and  a  correspond- 
ing inflow  of  air  with  a  rise  of  barometric  pressure.  Strata  which 
are  porous,  and  have  been  drained  of  water,  may  contain  in  their 
pores  extensive  reservoirs  of  black-damp  formed  from  air,  and  if 
the  ventilation  is  at  all  deficient  inconvenience  or  danger  may 
arise  with  every  fall  of  barometric  pressure.  In  the  case  of 
ordinary  wells  this  danger  is  a  common  one.  Thus  a  well  in 
which  the  air  was  perfectly  pure  in  the  morning  may  be  full  of 
black-damp  (or  choke-damp)  in  the  afternoon,  in  consequence  of  a 
fall  of  barometric  pressure ;  and  fatal  accidents  often  occur  from 
well-sinkers  neglecting  to  test  the  air  with  a  candle  before  each 
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descent.  With  a  falling  barometer  the  black-damp  may  not  only 
fill  a  well,  but  also  issue  in  large  quantities  from  the  top.  The 
gas  is  similar  in  composition  to  the  black-damp  of  mines.^ 

The  effects  of  respiration  and  burning  of  lights  on  the  air  of  a 
mine  can  seldom  be  calculated  directly  from  analyses  of  the  air, 
as  they  are  masked  by  the  formation  of  black-damp  from  the 
oxichition  of  minerals.  Hence  they  can  only  be  roughly  estimated 
by  calculation.  A  miner  at  work  probably  produces  about  1*5 
cubic  feet  of  CO,  per  hour,  a  candle  about  "5  cubic  feet,  and  a 
horse  at  work  about  4  cubic  feet.  If  the  rate  of  ventilation  in  a 
mine  is  known,  the  effects  on  the  air  of  respiration  and  lights  may 
thus  be  estimated.  To  take  an  example,  in  one  district  of  the 
Eston  ironstone  mine,  there  were  52  men  and  5  horses,  who 
would  produce,  along  with  52  candles,  about  125  cubic  feet  of  COg 
per  hour,  or  2  cub.  ft.  per  min.  In  addition,  about  0-5  cub.  ft. 
of  COo  per  min.  were  produced  by  combustion  of  gunpowder. 
The  ventilation  was  20,000  cub.  ft.  per  min.,  so  that  the  per- 
centage of  C0.2  in  the  return  air  would  only  be  increased  and 
the  oxygen  diminished  by  '0125  per  cent,  in  consequence  of 
respiration,  lights,  and  blasting.  Actually  the  CO^  in  the  return 
air  was  increased  by  -31  per  cent.,  and  the  oxygen  diminished  by 
"55  per  cent. 

In  the  case  of  confined  spaces,  such  as  an  "end  "  or  "rise  "  in  a 
metalliferous  mine,  it  may,  however,  be  quite  easy  to  determine  by 
analysis  the  effects  of  respiration,  explosives,  etc.,  on  the  composi- 
tion of  the  air.  If,  for  instance,  the  air  is  analysed  before  and  after 
shot-firing,  the  difference  due  to  the  products  of  the  explosion  may 
be  very  striking.    The  following  examples  will  illustrate  this  :  


Oxygen 
diminished 
per  cent. 

CO2 
increased 
per  cent. 

CO 
per  cent. 

per  cent. 

In  rise,  Doleoath  Mine,  just 

before  blasting  . 
Same  rise,  just  after  blasting 

with  gelignite  . 

In    end,  same   mine,  just 

before  blasting  . 
Same  end,  just  after  blasting 

with  gelignite  . 

0-  56 

1-  18 

0-4.3 
2-72 

0-00 
0-24 

0-00 
0-03 

0-17 
0-515 

0-  17 

1-  08 

0-00 
0-14 

0-00 
0-01 

Cf.  Haldane,  Trans.  List,  of  Mining  Engineers,  vol.  xi.  p.  265  ;  also  Lee 
Mining  Journal,  August  20  and  27, 1904,  who  describes  a  case  in  which  parts  of 
the  workings  of  a  metalliferous  mine  were  flooded  with  pure  nitrogen  at  every 
tall  01  barometric  pressure.  *  o  ^ 
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Where  there  is  an  underground  fire,  or  heating  of  coal  or  shale 
in  a  goaf,  analyses  of  the  return  air,  especially  if  rejjeated  from 
time  to  time,  may  afl'ord  vahiable  information.  The  existence  of 
fire  or  heating  may  be  assumed  with  considerable  certainty  if  any 
appreciable  amount  (more  than,  say,  "02  per  cent.)  of  carbonic 
oxide  be  discovered  in  air  in  which  a  light  will  burn,  provided 
there  is  no  other  source  of  the  carbonic  oxide.  Although  even 
smaller  traces  of  carbonic  oxide  woiild  justify  suspicions  of  heating 
in  a  t^oaf,  yet  there  is  not  the  slightest  doubt  that  coal  wliich  is 
not  heated  in  any  way  may,  under  certain  circumstances,  produce 
small  quantities  of  carbonic  oxide.  Thus,  the  author  found  in 
experimenting  with  a  sample  of  coal  which  was  brought  straight 
from  the  mine  to  the  laboratory,  and  had  never  been  heated  in 
any  way,  that  when  this  coal  was  pounded  and  left  in  a  closed 
flask  at  the  laboratory  temperature  of  about  60°  F.,  about  0  18 
per  cent,  of  carbonic  oxide  was  present  in  the  residual  nitrogen, 
etc.,  left  in  the  flask  after  all  the  oxygen  had  been  absorbed 
by  the  coal.  In  another  experiment  -11  per  cent,  was  found, 
although  there  was  still  as  much  as  8  per  cent,  of  oxygen  left  in 
the  air  of  the  flask.  The  carbonic  oxide  was  determined  both  by 
the  platinum  spiral  method  and  by  means  of  blood  solution,  so 
that  there  was  not  the  smallest  doubt  as  to  its  presence.^  If  the 
gas  in  the  flask  had  been  diluted  with  air  to  such  an  extent  that 
a  lio-ht  would  have  just  burned  in  it,  there  would  still  have  been 
present  about  '03  per  cent,  of  carbonic  oxide  in  the  air.  The 
coal  was  from  the  thick  coal-seam  at  Hamstead  Colliery  in  South 
Staffordshire.  Cases  are  on  record  where  carbonic  oxide  was 
present  in  the  air,  and  even  produced  fatal  poisoning,  although  no 
heating  could  be  discovered.  In  such  cases  heating  may  or  may 
not  have  really  existed  ;  and  further  observations  must  decide 
whether  carbonic  oxide  in  really  formidable  amount  is  ever  given 
oflf  by  coal  or  other  minerals  which  are  not  heated.  In  various 
samples  of  ordinary  black-damp  from  different  collieries  the 
writer  has  been  unable  to  detect  carbonic  oxide,  except  in  cases 
where  heating  was  probable ;  and  there  does  not  seem  to  be  much 
doubt  that,  as  a  general  rule,  the  presence  of  appreciable 
quantities  of  carbonic  oxide  in  air  points  with  great  certamty  to 

fire  or  heating.  .        ,    , ,    .  j- 

Determinations  of  (IO2  or  CO  in  an-  often  give  valuable  uidi- 
cations  as  to  the  progress  or  subsidence  of  a  fire.  Thus,  m  the 
case  of  a  recent  fire  at  Dolcoath  Mine,  determmations  were  made 
of  the  CO2  in  the  air  of  the  upcast  shaft  leading  from  the  fire. 
Under  normal  conditions  the  air  issuing  from  this  shaft  contained 
1  Trans.  Inst,  of  Mining  Engineers,  vol.  xvi.,  1899. 
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about  O'll  per  cent,  of  COo.  Two  clays  after  the  fire  had  broken 
out  the  COo  iu  the  air  issuing  was  '68  per  cent,  at  11  a.m.,  and 
•66  per  cent,  at  5  p.m.  Next  day  it  was  '54  per  cent,  at  11  a.m., 
and  "GO  per  cent,  at  5  p.m.  ;  next  day,  "42  per  cent,  at  11  a.m. 
and  "36  pur  cent,  at  5  p.m. ;  and  next  day,  "24  per  cent,  at  11  a.m. 
At  the  first  testing  the  CO  was  "09  per  cent.,  so  that,  allowing 
for, the  CO^  normally  present  in  the  air  of  the  shaft,  there  was 
about  1  volume  of  CO  to  5  of  CO.3  in  the  gas  produced  by 
the  fire.  In  a  sample  from  the  Snaefell  Mine  fire  there  was  about 
1  volume  of  CO  to  4  of  CL\  (see  p.  168). 

In  colliery  explosions  CO  is  formed  in  large  amounts,  and  in 
all  probability  most  commonly  in  the  proportion  of  about  I 
volume  of  CO  to  4  of  CO^. 

In  metalliferous  mines  the  most  common  source  of  CO  in 
formidable  quantities  is  the  imperfect  explosion  of  the  dynamite 
used  in  blasting.  In  the  perfect  explosion  of  any  of  the  various 
forms  of  dynamite  or  blasting  gelatine  no  CO,  or  only  a  very 
small  quantity,  is  formed.  "When,  however,  from  any  cause,  such 
as  unskilful  handling,  or  defective  fuses,  detonators,  or  dynamite, 
the  explosion  is  imperfect,  and  the  dynamite  partly  burns 
instead  of  exploding,  carbonic  oxide  and  nitric  oxide  are  formed 
in  place  of  CO,  and  nitrogen.  Danger  and  inconvenience  are  thus 
caused,  as  well  as  waste  of  dynamite  and  of  time.  "With  good 
dynamite,  jDroperly  handled,  the  air  of  an  "  end  "  just  after  blast- 
ing ought  not  to  contain  more  than  small  proportions  of  CO,  such 
as  those  shown  in  the  analyses  quoted  above  (p.  131).  The  pro- 
portion of  CO  ought  not  to  exceed  about  a  tenth  of  that  of  CO^. 
A  much  higher  proportion  indicates  some  defect.  Nitrous  fumes 
arising  from  the  accidental  ignition  of  boxes  of  dynamite  under- 
ground have  occasionally  caused  the  death  of  a  number  of  men 
in  gold-mines. 

The  following  table,  compiled  from  analyses  by  Sarrau  and 
Vieille,  and  Noble  and  Abel,  shows  the  composition  by  volume  of 
nitro-glycerine  (the  main  constituent  of  the  various  varieties  of 
dynamite),  and  also  of  different  kinds  of  gunpowder : — 


1 

CO2. 

CO. 

NO. 

CH4. 

H2. 

H2S. 

O2. 

Niiro-glycerine  detonated  . 

63-2 

31-0 

5-2 

burnt  in  presence 

of  its  own  gases  . 

12-7 

35-9 

1-3 

48-2 

0-3 

1-6 

Blasting  powder  .... 

32-15 

33-75 

19-03 

2-73 

5-24 

7-10 

Gunpowder  (Curtis  &  Harvey, 

No.  6)  

50-22 

7-52 

34-46 

2-46 

3-26 

2-08 
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Of  these  gases,  CO,  ir._,S,  and  NO  (which  hitter  iininediately 
combines  with  the  oxygen  of  the  air  to  form  the  well-known  red 
fumes  consisting  of  NOg  and  other  oxides  of  nitrogen)  are  all 
intensely  poisonous  (see  pp.  144-151).  Explosives  which  for  any 
reason  give  off  large  proportions  of  poisonous  gases  are  unfit  for 
use  in  places  which  are  not  very  freely  ventilated;  and  analyses 
of  the  air  after  blasting  will  afford  valuable  informatiou  on  this 
point.  On  account  of  the  ease  with  which  nitrous  fumes  are 
condensed,  CO  is  usually  the  best  index  of  these  impurities. 

The  presence  of  HgS  in  mine  air  may  be  due  either  to  heating 
of  coal  (when  this  gas  is  often  given  off  along  with  CO),  or  to 
blasting  with  gunpowder.  It  occasionally  happens,  however,  that 
H^S  is  given  off  from  some  other  cause — probably  either  through 
contact  of  acid  water  with  sulphides,  or  through  the  reducing 
action  on  sulphates  of  bacteria  in  foul  and  stagnant  water.  A 
fatal  accident,  due  to  the  disturbance  of  some  water  in  which 
HgS  had  probably  accumulated  in  one  of  these  ways,  occurred 
recently  in  a  New  Zealand  gold-mine. ^  HgS  is  very  soluble  in 
water,  and  is  also  readily  given  off  if  the'  water  is  disturbed  : 
hence  great  care  is  needed  in  dealing  with  water  which  contains 
this  gas.  In  sewers  accidents  with  H^S  are  frequently  caused  by 
the  disturbance  of  foul  sewage. 

With  regard  to  the  sources  of  fire-damp  in  mine  air  very  little 
need  be  said  here,  as  the  facts  are  so  well  known.  It  may  be 
given  off  from  shale  as  well  as  from  coal,  and  it  is  occasionally 
met  with  in  the  course  of  mining  operations  in  other  strata.  It 
may  also  be  formed  in  small  quantities  during  the  decomposition 
of  wood,  etc.,  under  water,  in  the  absence  of  free  oxygen.  This 
source  of  fire-damp  is  very  rare  in  mines,  however,  and  even  the 
fire-damp  found  in  the  goaf  in  collieries  is,  practically  speaking, 
all  derived  from  coal. 

Inferences  as  regards  Risks  of  Fire-damp  Explosions. 

It  is  scarcely  necessary  to  refer  here  to  the  inferences  which 
may  be  drawn  from  the  presence  of  percentages  of  fire-damp  which 
can  be  easily  detected  by  means  of  a  lamp  in  fiery  mines,  as  these 
inferences  are  necessarily  familiar  to  every  collier}-  engineer.  It 
is  perhaps,  however,  worth  while  to  point  out  that  there  is 
considerable  advantage  in  occasionally  checking  by  gas  analysis 
the  cap  indications  of  the  testing  lamp  employed.  By  this  means 
the  range  and  definiteness  of  the  information  given  by  flame-cap 

^  Aitken,  New  Zealand  Miim  Record,  May  16,  1904. 
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tests  may  certainly  be  greatly  increased.  In  the  author's 
experience,  there  is  a  great  deal  of  dift'erence  among  diflerent 
persons  as  to  the  interpretation  of  flame-cap  indications  ;  and  the 
very  distinct  though  imperfectly  formed  caps  shown  by  an  oil 
lamp  with  from  1  to  2  per  cent,  of  tire-damp  in  the  air  are  often 
either  disregarded  or  taken  to  indicate  much  higher  percentages. 
The  portable  gas-analysis  apparatus  described  above  affords  a 
ready  means  of  determining  the  correct  interpretation  of  all  cap 
indications,  whether  obtained  from  ordinary  oil  lumps  or  from  the 
much  more  sensitive  alcohol  or  hydrogen  gas-testing  lamps. 

In  cases  where  much  black-damp  is  mixed  with  fire-damp,  air 
analyses  may  often  give  warning  of  a  danger  which  it  is  difficult 
to  detect  with  an  oil  lamp.  Where  black-damp  and  fire-damp 
occur  together  in  the  proportion  of  about  1  volume  of  fire-damp 
to  from  3  to  7  parts  of  black-damp,  the  mixture  will  not  be 
explosive  if  just  sufficiently  diluted  with  air  to  enable  a  lamp  to 
burn.  The  lamp  will  go  out  when  the  oxygen  of  the  air  is 
diminished  by  about  3  per  cent,  (see  below),  or  when  the  mixture 
just  referred  to  is  diluted  to  about  a  seventh  with  air.  If,  how- 
ever, the  mixture  is  less  diluted  with  air,  it  becomes  explosive,^ 
since  more  than  6  per  cent,  of  fire-damp,  and  more  than  12 
per  cent,  of  oxygen,  botli  of  which  are  required  in  order  to 
constitute  an  explosive  mixture,  may  be  present.  It  follows  that 
what  is  taken  by  a  miner  for  ordinary  black-damp  may  under 
certain  circumstances  prove  explosive ;  and  probably  many 
accidents,  particularly  in  collieries  where  naked  lights  and  gun- 
powder are  used,  have  been  due  to  this  cause.  A  miner  may, 
for  instance,  have  his  light  extinguished  by  a  mixture  of  this 
kind,  and  may  strike  a  light  after  going  further  into  the  mixture, 
and  thus  cause  an  explosion.  A  pi'obable  case  of  this  kind  was 
reported  by  Mr  W.  N.  Atkinson,^  and  he  has  recently  informed 
me  of  another  case.  Even  if  the  mixture,  when  sufficiently 
diluted  with  air  to  allow  a  lamp  to  burn  freely,  be  tested  for  a 
cap,  nothing  distinct  may  be  noticed,  though  very  careful 
testing  would  nearly  always  reveal  indications  of  a  cap,  even  with 
an  ordinary  oil  lamp,  and  a  hydrogen  lamp  would  show  a  long 
cap.  The  Clowes  hydrogen  lamp  is  invaluable  in  testing  sus- 
picious mixtures  of  this  kind,  as  the  flame  is  not  extinguished  till 
the  oxygen  percentage  falls  to  about  10  or  11  per  cent. 

Black-darap  of  this  dangerous  sort  would  always  be  lighter  than 

'  Haldane  and  Atkinson,  Trans.  Inst,  of  Mining  Engineers,  vol.  viii. 
p.  560,  1895. 

^  Annual  Eeport  of  the  Inspector  of  Mines  for  the  Staffordshire  District, 
190,  p. 


136 


THE  EXAMINATION  OP  MINE  AlR, 


air;  and  any  such  black-damp  should  be  regarded  with  the  greatest 
suspicion,  and  most  carefully  examined.  Occasional  analysis  of 
samples  of  the  black-damp  from  a  mine  will  put  a  manager  on  his 
guard  against  dangers  of  this  kind. 

The  following  is  an  analysis  of  a  sample  of  black-damp 
collected  by  Mr  W.  N.  Atkinson  at  a  place  where  an  explosion 
had  recently  occun-ed  in  a  mixture  of  the  kind  just  referred  to : — 

Oxygen       ....  14-65 

CO2  1-96 

Methane  .  .  .  .7*07 
Nitrogen     ....  76-32 


100-00 


Otherwise  expressed. 


Air 


[  Oxygen 
■<  Nitrogen 
I  CO,  , 


Black-damp  | 
Fire-damp 


14-65  I 
55-29  1 69-96 

0-  02  ) 

21-03  1  „„ 

1-  94  I  22-9/ 

7-07 


100-00 


It  will  be  seen  from  the  analysis  that  the  mixture  was  explosive. 
If  diluted  to  about  half  with  pure  air  it  would  probably  just 
support  a  flame,  and  would  also  show  a  distinct  cap.  If,  as  might 
well  happen  underground,  the  dilution  were  with  return  air 
containing  5  or  6  per  cent,  of  black-damp,  the  addition  of  nearly 
twice  as  much  air  would  be  needed  for  the  support  of  a  lamp 
flame,  and  the  cap  might  easily  be  overlooked. 

Inferences  as  regards  Effects  on  Lights. 

With  increasing  diminution  of  the  oxygen  percentage  and 
increase  of  the  COg  in  air  the  light  given  by  a  candle  gradually 
diminishes.  Angus  Smith  ^  estimates  the  diminution  in  light 
for  an  upright  candle  as  being  nearly  5  per  cent,  of  the  full 
illuminating  power  for  every  0-1  per  cent,  of  CO,  in  the  air,  when 
the  CO2  is  produced  by  respiration  or  combustion  of  candles,  and 
is  therefore  accompanied  (as  is  commonly  the  case  in  mine  air)  by 

^  Appendix  B  to  the  Eejwrt  of  the  Commission  on  Melalli/erous  Mines  in 
Grcai  Britain,  p.  254,  1864. 
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a  somewhat  greater  diminution  in  the  oxygon  jjeicentage.  The 
result  is  considerably  att'ected  by  the  percentage  of  moisture  in 
the  air.  It  must  always  be  remembered  that  the  results  of  air 
analyses  are  stated  as  for  dry  air,  whereas  the  air  itself  contains 
varying  percentages  of  moisture,  which  have  marked  effects  in 
diminishing  the  light  from  a  candle.  Angus  Smith  found  that 
the  rate  of  burning  is  proportional  to  the  liyht  given.  If  a 
candle  be  placed  horizontally,  or  the  wick  of  a  lamp  be  turned 
up,  the  effects  of  the  vitiated  air  in  diminishing  the  light  may  be 
to  a  considerable  extent  counteracted.  Addition  of  carbonic  acid 
to  air  has  more  effect  on  a  flame  than  addition  of  nitrogen ;  hence 
a  light  is  somewhat  more  or  less  affected  with  a  given  diminution 
of  the  oxygen  percentage  according  as  the  accompanying  increase 
of  CO.^  is  greater  or  less.  A  given  percentage  of  black-damp  in 
air  will  thus  affect  a  light  more  if  the  percentage  of  COg  in  the 
black-damp  is  higher. 

When  the  vitiation  of  the  air  reaches  a  certain  point  a  candle 
or  lamp  will  no  longer  burn.  The  point  of  extinction  is,  however, 
somewhat  different  according  to  the  time  given  for  the  vitiated 
air  to  affect  the  candle  or  lamp.  If  the  candle  is  left  for  some  time 
in  the  vitiated  air  it  will  gradually  go  out  with  about  1  per  cent, 
more  oxygen  in  the  air  than  if  it  is  only  left  in  the  vitiated  air 
for  a  few  seconds.  When  the  air  is  vitiated  with  black-damp  of 
about  the  average  composition  met  with  in  English  collieries,  an 
upright  tallow  candle  gradually  goes  out  at  about  17'6  per  cent, 
of  oxygen  and  2-2  per  cent,  of  CO2.  If  held  horizontally  it  goes 
out  at  about  17  per  cent,  of  oxygen  and  2-6  per  cent,  of  CO^. 
An  open  colza  lamp  went  out  at  17 '4  per  cent,  of  oxygen,  and  a 
bonneted  Clanny  safety  lamp  at  17 '2  per  cent,  of  oxygen.  The 
hydrogen  flame  in  a  Clowes  safety  lamp,  on  the  other  hand,  was 
only  extinguished  at  10  per  cent,  of  oxygen  and  7 '6  per  cent,  of 
CO^.^  In  air  containing  less  than  16  per  cent,  of  oxygen  a  candle 
or  oil  lamp  is  instantly  extinguished. 

A  safety  lamp  is  of  course  also  extinguished  when  the 
percentage  of  fire-damp  inside  the  lamp  approaches  or  reaches  the 
explosive  limit  (6  per  cent.).  There  may  or  may  not  be  a  slight 
explosion  inside  the  lamp  before  the  flame  is  extinguished. 

Relation  of  Air-impurities  to  Heat-production  in  Mines. 

In  deep  mining  one  of  the  most  formidable  difficulties  to  be 
contended  with  is  the  high  temperature  met  with  underground. 

'  Haldane  and  Atkinson,  Trans.  Inst,  of  Mining  Engineers,  vol.  viii., 
p.  558. 
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It  is  often  of  great  practical  importance  to  know  tlie  cause  of  the 
high  temperature ;  and  the  results  of  air  analyses  may  throw 
considerable  light  on  this.  A  high  temperature  met  with  at  any 
part  of  a  mine  may  be  due  either  to  the  natural  temperature  of 
the  strata  or  to  causes  dependent  on  mining  operations.  The 
only  considerable  source  of  heat-formation  in  connection  with 
mining  operations  is,  however,  oxidation  of  one  kind  or  another. 
If  explosives  are  largely  used,  or  if  men  and  lights  are  crowded 
together  at  one  point  in  a  mine,  they  may  have  a  considerable 
local  influence  on  the  temperature.  As  a  general  rule,  however, 
as  already  shown  above,  the  oxidation  of  minerals  by  the  action 
of  the  air  is  much  more  extensive  than  the  oxidation  due  to 
lights,  respiration,  and  the  use  of  explosives.  It  follows  from 
this  that  by  far  the  most  important  cause  of  heat-production  in 
a  mine  is  the  oxidation  of  minerals.  Reasons  were  given  above 
for  concluding  that  the  mineral  substance  chiefly  oxidised  in 
mines  is  iron  pyrites.  The  heat-production  in  a  mine  may  there- 
fore be  calculated  on  the  assumption  that  this  is  the  case.  The 
result  would,  however,  be  very  little  different  if  the  combination 
of  the  oxygen  were  with  organic  or  other  substances. 

The  actual  heat  of  combustion  of  iron  pyrites  does  not  seem  to 
have  been  experimentally  determined  as  yet,  but  it  can  be 
calculated  approximately  from  the  heats  of  combustion  of  iron 
and  sulphur.  The  heat  of  formation  of  ferrous  sulphide  (FeS)  is 
exceedingly  small  (Fe -1- S  =  24,500),i  and  it  may  be  assumed  that 
the  same  is  true  for  iron  pyrites  (FeS2).  The  equations  for  the 
heats  of  combustion  of  iron  and  sulphur  are  as  follows  : — 

2Fe-f  30  =  Fe203=  197,700; 
and  S -H  30  =  S03  (solution)  =  141,000. 

Combining  these  equations,  so  as  to  obtain  the  heats  of  combustion 
of  iron  and  sulphur  in  the  proportions  in  which  they  exist  in 
iron  pyrites, 

2Fe  -f  4S  +  150  =  Fe^O^  +  4:80^=  197,700  -f  (4  x  141,000) 

=  761,700. 

A  small  addition  would  be  necessary  to  represent  the  further 
heat  liberated  in  the  decomposition  of  calcium  carbonate  by 

^  The  data  quoted  are  from  Berthelot's  Thcrmo-Chimie,  vol.  ii.  The 
figures  given  indicate  tlie  number  of  unit  weights  of  water  raised  1°  C.  for 
each  unit  weight  of  either  of  the  elements  entering  into  the  reaction, 
multiplied  by  the  atomic  weight  of  the  element,  and  by  the  number  of  atoms 
of  it  required  to  form  a  molecule  of  the  resulting  substance.  Thus,  in  the 
above  reaction  1  x  56  grammes  of  iron  give  24,500  gramme-calorie?. 
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sulphuric  acid ;  but  this  may  be  left  out  of  account,  as  the 
decomposition  may  only  occur  partially,  aud  the  heat  of  formation 
of  iron  pyrites,  which  would  probably  tell  as  much  in  the  opposite 
direction,  has  not  been  allowed  for. 

From  the  above  equation  it  follows  that,  as  the  atomic  weight 
of  oxygen  is  16,  for  every  (15  x  16  =  )  240  grammes  of  oxygen 
consumed  in  oxidising  iron  pyi-ites,  sufHcient  heat  is  liberated  to 
raise  761,700  grammes  of  water  1°  C.  :  or  for  every  gramme  of 
oxygen  consumed  about  3170  gramme-calories  of  heat  are  liberated. 
If,  therefore,  we  know  the  amount  of  oxygen  consumed  per 
minute  in  a  mine,  we  can  calculate  the  heat-production. 

The  amount  of  oxygen  consumed  can  be  calculated  from  the 
volume  of  air  passing  into  the  mine,  and  the  percentage  loss  of 
oxygen  which  this  is  shown  by  analysis  to  have  undergone  when 
it  reaches  the  upcast  shaft.  It  is  evident,  however,  that  the 
percentage  loss  of  oxygen  by  the  air  in  passing  through  the  mine 
is  not  the  same  thing  as  the  diminution  in  oxygen  percentage  in 
the  return  air  as  compared  with  the  intake  air :  for,  on  the  one 
hand,  part  of  this  diminution  may  be  due  to  the  addition  of  fire- 
damp to  the  air,  and,  on  the  other  hand,  the  real  loss  of  oxygen 
may  be  partly  masked  by  the  fact  that  (as  seems  to  be  always  the 
case  in  coal-mines)  the  air  has  been  diminished  in  volume  by 
the  oxidation  process,  the  volume  of  CO^  formed  being  much 
smaller  than  the  volume  of  oxygen  which  disappears.  Hence  it 
is  necessary  to  calculate  from  the  nitrogen  percentage  the  volume 
of  oxygen  corresponding  in  the  original  intake  air  to  the  per- 
centage of  oxygen  found  in  the  return  air. 

To  take  an  example,  the  air  from  a  main  return  air-way  in  a 
Staffordshire  colliery  had  the  following  composition : — 

Oxygen       .       .       .  .19-80 

CO.  0-45 

Methane  .  .  .  .1-35 
iSritrogen     .       .        .        .  78'40 

100-00 

The  volume  of  oxygen  which  would  correspond,  in  pure  air,  to 
78'40  c.c.  of  nitrogen  would  be  20*93  x  ^^-^  =  20-76,  since  pure 

air  contains  79-04  per  cent,  of  nitrogen.  Hence  20-76 -  19-80  = 
0-96  per  cent,  of  oxygen  had  disappeared  from  the  air  as  it  passed 
through  the  workings.  If  50,000  cubic  feet  of  air  per  minute 
were  passing  into  the  district  drained  by  the  return,  the  total 
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volume  of  oxygen  absorbed  would  be  50,000  x -0096  =  480  cubic 
feet  per  minute.  As,  however,  1  cubic  foot  of  oxygen  at 
standard  pressure  and  temperature  weighs  40'6  grammes,  and 
would  weigh  nearly  as  much  at  the  temperature  and  pressure  of 
the  mine,  the  weight  of  oxygen  absorbed  in  the  district  per 
minute  was  480  x  •040  =  19-2  kilogrammes,  and  the  heat  formed 
was  19'2  X  3170=  60,860  kilogramme-calories.  In  other  words, 
the  heat-production  in  this  district  of  the  colliery  was  sufficient 
to  raise  6  cwts.  of  water  per  minute  from  freezing-point  to  boiling- 
point,  or  was  about  equal  to  that  produced  by  a  furnace  burning 
10  tons  of  coal  per  day.  The  specific  heat  of  air  is  about  0-24; 
and  as  1  cubic  foot  of  air  weighed  in  the  mine  about  36  grammes, 
there  were  50,000  x -036  =  1800  kilogrammes  of  air  per  minute 
passing  through  the  district.  Hence,  if  the  whole  of  the  heat 
formed  had  been  expended  in  warming  the  air,  the  latter  would 

have  been  raised  in  temperature  by     60,860  q 

^  •'  18U0X-24 

254°  F.  Actually,  the  air  in  the  intake  had  a  temperature  of 
about  60°  F.  (15-5°  C),  and  in  the  return  about  80°  F.  (27°  C), 
so  that,  even  allowing  for  the  large  amount  of  heat  carried  off  in 
the  latent  form  through  evaporation  of  moisture,  only  about  a 
fifth  of  the  heat  formed  by  oxidation  in  the  district  was  being 
carried  off  by  the  air-current.  The  rest  of  the  heat  was  being 
expended  in  gradually  warming  up  the  strata  surrounding  the 
workings.  The  amount  of  heat  carried  off  by  the  ventilation 
was,  in  fact,  relatively  so  small  that  it  would  have  made  very 
little  difference  to  the  average  temperature  of  the  workings  if  the 
ventilation  had  been  greatly  reduced. 

The  example  just  given  illustrates  well  the  use  of  a  complete 
and  accurate  analysis  of  mine  air  where  a  question  of  the  mine 
temperature  is  concerned ;  and  it  is  evident  that  temperature 
becomes  more  and  more  important  as  mining  is  carried  on  at 
greater  and  greater  depths. 

For  practical  purposes  it  will  often  be  convenient  to  calculate, 
not  the  absolute  heat-production  in  a  mine  or  any  part  of  it,  but 
the  relation  between  the  heat  carried  off  by  the  ventilating 
current  and  that  formed  in  the  workings.  For  this  purpose  only 
the  analysis  is  needed,  and  not  the  rate  of  ventilation.  In  the 
example  given  above  it  was  shown  that  with  a  disappearance  in 
the  air-current  of  0*96  per  cent,  of  oxygen  suflicient  heat  is 
formed  to  raise  the  temperature  of  the  air  by  about  254°  F.  : 
hence  for  every  '01  per  cent,  of  oxygen  disappearance  sufficient 
heat  is  formed  to  raise  the  air-temperature  about  2*65°  F.,  or 
1-5°  C. 
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In  a  mine,  however,  the  return  air  is  always  more  highly 
charged  with  aqueous  vapour  than  the  mtake  air,  and  the 
latent  heat  thus  carried  away  usually  exceeds  greatly  the  heat 
carried  off  by  the  mere  warming  of  the  air.  The  difference 
between  the  weights  of  aqueous  vapour  in  1  cubic  foot  of  the 
intake  and  the  return  air  may  be  conveniently  calculated  with  the 
help  of  Glaisher's  well-known  Hygrovnetncal  Tables  from  the 
readings  of  the  dry-  and  wet-bulb  thermometers.  The  latent  heat 
of  aqueous  vapour  at  an  ordinary  mine  temperature  is  about  590 
Centigrade  units.  Hence  for  every  grain  i  of  increase  m  the 
wei^^ht  of  aqueous  vapour  in  a  cubic  foot  of  air,  the  heat  carried 

°  1  AAA 

off  by  1000  cubic  feet  of  air  is  ^-i^^  x  590  =  38-3  kilogramme- 
calories.  From  the  data  already  given,  this  would  be  equal  to  the 
heat  required  to  warm  the  air  8°  F.,  or  would  be  equal  to  the 
heat  produced  in  the  disappearance  of  -03  per  cent,  of  oxygen. 

An  example  will  illustrate  the  mode  of  application  of  this 
method  of  calculation.  The  temperature  both  by  the  dry-  and 
wet-bulb  thermometer  at  the  top  of  the  main  upcast  shaft  at 
Dolcoath  tin-mine  in  Cornwall  was  found  to  be  72°  F.,  and  to  be 
nearly  constant.  The  disappearance  of  oxygen  in  the  air  of  the 
shaft  was  "07  per  cent.  The  mean  temperature  of  the  outside  air 
was  about  52°  F.  by  the  dry  bulb  and  49°  by  the  wet  bulb.  There 
was  thus  a  difference  in  temperature  of  20°  F.,  and  in  moisture 
of  5  grains  per  cubic  foot  of  air,  between  the  two  shafts.  The 
moisture  would  carry  off  latent  heat  equivalent  to  that  produced 
by  the  disappearance  of  5  x  -03=  '15  per  cent,  of  oxygen  ;  and  in 
the  rise  of  temperature  between  the  two  shafts  the  air  would  carry 
off  heat  equivalent  to  that  produced  by  the  disappearance  of 

•01  X        =  '075  per  cent,  of  oxygen.    Hence  the  heat  carried  off 
2 '65 

was  equivalent  to  that  produced  in  the  disappearance  of  -15  +  -075 
=  •225  per  cent,  of  oxygen,  while  the  actual  disappearance 
of  oxygen  was  only  "07  per  cent.  The  air-current  was  thus 
on  the  whole  cooling  the  mine,  and  carrying  off  thrice  as  much 
heat  as  was  produced  in  the  mine,  its  action  in  this  respect  being 
in  striking  contrast  to  that  of  the  air-current  in  the  case  of  the 
colliery  previously  quoted.  As  a  matter  of  fact,  the  temperature 
(79°  F.)  near  the  bottom  of  the  main  upcast  shaft  at  Dolcoath 
(2600  feet  below  surface)  was  about  15°  F.,  lower  than  the 
natural  temperature  (94°  F.)  of  the  rock  at  this  depth.  In  coal- 
mines it  appears  to  be  seldom  the  case  that  the  corresponding 

1  In  Glaisher's  Tables  the  weights  are  in  grains.    1 5  -4  grains  =  1  gramme. 
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position  is  not  considerably  above  the  natural  temperature  of  the 
strata.  1 

Effects  of  Air-impurities  on  Men. 

The  gaseous  impurities  present  in  the  air  of  a  mine  may  afiect 
men,  either  in  virtue  of  the  diminution  which  they  cause  in  the 
percentage  of  oxygen  present,  or  because  some  gas  which  is  in 
Itself  positively  injurious  is  present.  An  analysis  of  the  air  will 
often  give  very  useful  information  as  to  the  presence  or  absence 
of  gaseous  impurities  in  injurious  amount.  Work  underground 
ought  to  be,  and  in  collieries  and  ironstone  mines  in  this  country 
iisually  is,  extremely  healthy  ;  but  cases  often  occur  in  which  the 
men  in  a  mine,  or  part  of  a  mine,  are  found  to  be  suffering  in 
health.  Rightly  or  wrongly,  the  gaseous  impurities  in  the  air 
are  usually  blamed;  but  for  want  of  definite  information  as  to 
their  nature  and  effects,  the  real  cause,  whatever  it  may  be, 
remains  uncertain.  ' 

Deficiency  of  Oxygen.— The  effects  of  deficiency  of  oxygen  in 
the  air  have  been  found  both  by  laboratory  experiments  and  by 
experience  in  mines,  mountain-climbing,  balloon  ascents,  etc.,  to 
be  the  same  whether  the  percentage  of  oxygen,  or  its  pressure,  is 
diminished.  Thus  the  effects  produced  on  a  miner  by  simple 
deficiency  in  the  percentage  of  oxygen  in  the  air  are  the  same 
as  those  produced  by  the  great  diminution  in  atmospheric 
pressure  at  high  altitudes.  In  mines  at  high  altitudes  these 
effects  will  be  combined ;  but,  as  a  general  rule,  in  mines  the 
increased  depth,  and  consequent  increased  pressure,  compensates 
to  a  greater  or  less  extent  for  diminished  percentage  of  oxygen. 
As  will  be  explained  below,  there  is  another  physiological  cause 
which  increases  the  supply  of  oxygen  to  the  lungs  of  a  miner; 
and,  as  a  matter  of  fact,  the  supply  is  nearly  always  more 
abundant  underground  than  above  ground,  even  though  the  air 
is  considerably  vitiated.  It  is  a  matter  of  common  observation 
that  a  diminution  of  even  as  much  as  a  fourth  or  more  in 
atmospheric  pressure,  as  is  the  case,  for  instance,  at  various 
health  resorts  in  mountainous  districts,  produces  no  discomfort 
at  all ;  and  similarly  a  diminution  of  a  fourth  in  the  oxygen 
percentage  of  the  air  in  a  mine  near  sea-level — i.e.  a  diminution 
from  20*93  per  cent,  to  about  15  per  cent. — is  by  itself  practically 

^  For  investigations  on  the  factors  determining  air-temperatures  in  mines, 
see  Haldane  and  Meachem,  Tram.  Inst,  of  Mining  Engineers,  vol.  xn.,  1899  ; 
also  lieporl  by  Haldane,  Martin,  and  Thomas  to  the  Eome  Secretary  on  the 
Health  of  Cornish  Miners,  Parliamentary  Paper  [Cd.  2091],  1904,  Appendix  3. 
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without  effect  on  men,  though  a  candle  would  be  instantly 
extinguished  in  such  air.  As  the  diminution  increases  further 
certain  effects  begin,  however,  to  be  produced.  The  first 
symptoms  usually  noticed  are  that  any  great  muscular  exertion 
is  less  easy,  and  that  it  is  apt  to  cause  slight  dizziness  and 
unusual  shortness  of  breath.  A  person  not  exerting  himself 
will  as  a  rule  not  notice  anything  unusual  until  the  oxygen 
percentage  has  fallen  to  10  per  cent.  The  breathing  then  usually 
begins  to  become  deeper  and  more  frequent,  the  pulse  more 
frequent,  and  the  face  somewhat  dusky.  At  7  per  cent,  there  is 
usually  distinct  panting,  accompanied  by  palpitations,  and  the 
face  becomes  of  a  leaden  blue  colour.  At  the  same  time  the 
mind  becomes  confused,  and  the  senses  dulled,  although  the 
person  breathing  the  air  may  be  quite  unaware  of  the  fact. 
Muscular  power  is  also  greatly  impaired.  At  a  slightly  lower 
percentage  there  is  complete  loss  of  consciiousness ;  and  to  judge 
from  the  records  of  balloon  accidents,  life  is  in  imminent  danger 
at  any  lower  percentage,  or  at  a  less  pressure  than  about  a  third 
of  an  atmosphere,  corresponding  to  a  height  of  about  30,000  feet. 
In  air  containing  no  oxygen  loss  of  consciousness  occurs  within 
forty  seconds  or  less,  without  any  previous  warning  symptom. 
Since  the  discomfort  produced  by  simple  deficiency  of  oxygen  is 
comparatively  slight,  there  is  very  little  to  indicate  the  danger 
due  to  want  of  oxygen  ;  and  it  is  most  dangerous  to  venture  into 
places  where  the  oxygen  is  very  deficient.  In  places  where  this 
is  the  case,  not  only  is  a  lamp  instantly  extinguished,  but  often 
a  good  deal  of  CO.j  is  also  present,  and  this  produces  physiological 
effects  sufficient  to  give  warning ;  but  in  certain  cases — for 
instance,  where  the  deficiency  in  oxygen  is  due  to  the  presence  of 
fire-damp,  or  to  black-damp  containing  very  little  COr,  (see  above) 
— there  is  not  sufficient  COg  to  give  any  warning.  A  miner  who 
puts  his  head  into  a  collection  of  fire-damp  in  the  roof,  or 
ventures  too  far  into  workings  filled  with  fire-damp,  will  probably 
fall  down  unconscious  without  previously  feeling  anything  to 
indicate  danger.  Fire-damp  itself,  like  nitrogen,  has  no  definite 
action,  except  such  as  it  produces  by  diminishing  the  oxygen 
percentage  of  the  air. 

Excess  of  COg. — An  excess  of  COg  in  air  produces  no  very 
noticeable  effect  until  the  percentage  rises  to  about  3,  which  is 
more  than  is  often  met  with  in  mine  air  just  extinctive  to  lights. 
With  an  increasing  proportion  the  breathing  becomes  very 
noticeably  deeper  and  more  frequent :  at  about  5  or  6  per  cent, 
there  is  marked  panting,  accompanied  by  increased  frequency  of 
the  pulse,    At  about  10  per  cent,  there  is  violent  panting, 
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throbbing,  and  flushing  of  the  face.  Headache  is  also  produced, 
especially  noticeable  on  a  return  to  fresh  air.  Beyond  10 
per  cent.  CO^  begins  to  have  a  narcotic  effect,  and  at  about 
25  per  cent.,  death  may  occur  after  several  hours;  but  as 
.  much  as  50  per  cent,  may  be  breathed  for  some  time  without 
fatal  effects,  to  judge  from  experiments  on  animals.  Air  which 
contains  any  considerable  percentage  of  CO2  may  be  at  once 
recognised  by  the  marked  panting  which  it  causes  ;  and  as  in 
mine  air  deficiency  in  oxygen  is  usually  due  to  the  presence  of 
black-damp,  which  contains,  as  already  seen,  a  good  deal  of  CO  , 
it  follows  that  air  deficient  in  oxygen  can  usually  be  recognised 
by  the  effects  of  the  CO^  present  in  it.  It  has  recently  been 
found  by  the  author  and"  Mr  J.  G.  Priestley  that  under  normal 
conditions  the  depth  and  frequency  of  the  breathing  are  so 
regulated  that  the  pressure  exercised  by  the  CO^  percentage  in 
the  air  of  the  air-cells  in  the  lungs  remains  constant  (at  about 
6  per  cent,  of  an  atmosphere).  Thus,  if  the  percentage  of  COg  in 
the  air  is  increased,  however  slightly,  the  breathing  becomes  fust 
sufficiently  deeper  and  more  frequent  to  compensate  for  the 
difference  ;  and  the  pressure  of  COg  of  the  air  in  the  lungs  thus 
remains  normal.  This  method  of  regulation  is  extraordinarily 
delicate.  We  have,  for  instance,  found  that  at  the  bottom  level 
of  Dolcoath  Mine  in  Cornwall  (2600  feet)  the  x>«rce>ita(je  of  CO., 
in  the  air  of  the  air-cells  of  the  lungs  was  very  distinctly  lower  than 
at  the  surface,  and  much  lower  than  at  the  top  of  Ben  Nevis  (4400 
feet).  The^?-essM?-eof  COg  per  square  inch  was,  however,  the  same 
at  each  of  these  places.  It  follows  from  this  observation  that  the 
percentage,  and  still  more  the  pressure,  of  oxygen  in  the  air-cells 
of  the  lungs  is  greater  down  a  mine  than  on  the  surface,  unless 
the  oxygen  percentage  of  the  air  is  greatly  diminished  without 
a  corresponding  increase  in  CO^,  or  so  greatly  diminished  that 
the  increased  breathing  cannot  compensate  in  any  way  for  the 
deficiency.  Such  slight  increases  in  COg  (up  to  about  1  per  cent.) 
and  deficiencies  in  oxygen  as  are  ordinarily  met  with  in  air  where 
a  light  will  burn  well  are  evidently  therefore  of  no  physiological 
importance  in  themselves,  although  their  effects  have  often  been 
supposed  to  be  very  serious. 

Carbonic  Oxide. — This  gas  is  of  great  importance,  from  its  very 
serious  effects  on  men  :  it  is  often  met  with  in  mines,  and  it  is 
responsible  for  many  deaths.  Thus  CO  poisoning  is  the  cause  of 
nearly  all  tlie  deaths  in  colliery  explosions  and  in  underground 
fires;  ^  and  the  occurrence  of  CO  in  connection  with  heated  coal  and 

'  See  Report  by  the  author  on  the  Causes  of  Death  in  Colliery  Explosions, 
Parliamentary  Paper  [C,  81 J2],  1896, 
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the  use  of  unsuitable  or  improperly  handled  explosives  in  ill-venti- 
lated parts  of  a  mine,  often  gives  rise  to  much  trouble  (see  above, 
p.  133).  To  understand  the  significance  attaching  to  the  presence 
of  varying  proportions  of  this  gas  in  the  air,  it  is  necessary  to  give 
soiije  account  of  its  mode  of  action. 

The  oxygen  absorbed  by  the  lungs  from  the  air  is  normally 
taken  up  by  the  blood  in  the  form  of  an  unstable  chemical 
compound  with  the  red  colouring  matter  (htemoglobin)  of  the 
blood,  and  so  carried  by  the  circulation  to  the  tissues,  where  it 
is  used  up.  Haemoglobin  not  only  combines  with  oxygen,  but 
also  forms  a  far  less  unstable  compound  with  CO;  and  hgemo- 
globin  which  is  saturated  with  CO  cannot  take  up  oxygen.  In 
proportion,  therefore,  as  CO-haemoglobin  is  formed  the  blood  loses 
its  power  of  carrying  oxygen  to  the  tissues,  and  death  from 
want  of  oxygen  finally  ensues.  It  will  be  readily  understood, 
however,  that,  since  oxygen  as  well  as  CO  has  an  afiBnity  for 
haemoglobin,  the  extent  to  which  the  latter  substance  can 
become  saturated  with  CO  will  depend  on  the  relative  proportions 
in  which  oxygen  and  CO  are  present  in  the  air.  The  one  gas 
tends  to  drive  the  other  out  from  the  hsemoglobin,  and  the 
final  result  is  an  expression  of  the  balance  struck  between  the 
two  conflicting  processes.  If  the  percentage  of  CO  in  the  air 
is  so  high  that  too  little  of  the  oxygen  compound  is  left  to 
support  life,  then  death  ensues.  If,  on  the  other  hand,  the 
person  is  removed  to  fresh  air  before  death  occurs,  then  the 
carbonic  oxide  is  in  the  course  of  several  hours  turned  out  of 
the  haemoglobin  and  passes  off  in  the  breath ;  and  this  process 
may  be  greatly  hastened  by  artificial  respiration  where  required, 
and  by  the  administration  of  oxygen.  If,  finally,  the  person 
remains  exposed  to  a  moderate  percentage  of  CO,  the  blood 
ceases  after  a  time  to  take  up  more  CO.  In  the  case  of  the 
living  body  it  may  be  roughly  stated  that  with  about  '08  per 
cent,  of  CO  in  the  air  the  haemoglobin  will  finally  become  about 
half  saturated  with  CO,  while  with  "04  per  cent,  it  will 
become  a  third  saturated,  and  with  -16  per  cent,  two-thirds 
saturated,^  etc. 

A  further  point  of  importance  is  that  with  the  small  percentages 
of  CO  which  are  commonly  met  with  in  mines  it  may  take  a 
considerable  time  for  the  blood  to  become  sufficiently  charged 
with  CO  to  produce  symptoms  of  poisoning.    A  man  may  thus 

'  In  experiments  made  by  Lorrain  Smith  and  myself  on  man  {Journal  of 
Physiology,  vol.  xx.  p.  297,  1896),  lower  saturations  than  this  were  observed, 
but  in  subsequent  experiments  we  have  found  that  the  peiiod  of  experiment 
yras  probably  too  short. 

10 


146 


EXAMINATION  OF  MINE  AIR. 


go  a  long  way  into  a  poisonous  atmosphere  without  experiencing 
anj'  effects ;  and  it  may  then  be  impossible  for  him  to  return. 
The  volume  of  blood  in  a  man  of  average  weight  has  been  found 
to  be  about  3  litres,  or  5|  pints,  and  it  is  capable  of  entering 
into  combination  with  about  600  c.c.  (1  pint)  of  CO.  Supposing 
that  he  is  breathing  air  containing  0-2  per  cent,  of  CO,  and  that 
he  is  at  rest^  when  he  will  only  be  breathing  about  7  litres  of 
air  per  minute,  of  which  only  about  5  litres  will  reach  the  air- 
cells  of  his  lungs,  he  will  evidently  not  be  able  to  absorb  more 
than  50  X  -2  =  10  c.c.  of  CO  per  mhiute ;  and  it  will  thus  be  at 
the  least  half  an  hour  before  his  blood  becomes  even  half  saturated 
with  CO.  If  he  is  moving  about  or  working  he  will  breathe 
more  air,  and  probably  absorb  more  CO ;  but  in  any  case  it  will 
take  some  time  for  the  blood  to  become  so  charged  with  CO  that 
he  feels  the  effects  of  the  poison.  In  an  actual  experiment  made 
during  rest  it  was  found  that  with  0-2  per  cent,  of  CO  in  the  air 
the  haemoglobin  did  not  reach  50  per  cent,  saturation  till  after 
70  minutes,  so  that,  as  might  be  expected,  most  of  the  CO 
breathed  during  this  period  was  not  absorbed. 

The  symptoms  of  CO  poisoning  are  essentially  the  same  as 
those  produced  by  air  deficient  in  oxygen,  and  vary  according 
to  the  degree  of  saturation  of  the  haemoglobin  with  CO.  With 
20  per  cent,  saturation  the  only  symptom  is  a  slight  tendency 
to  dizziness  and  shortness  of  breath  on  exertion.  As  the  satura- 
tion increases,  however,  the  symptoms  of  want  of  oxygen  become 
more  and  more  pronounced,  until  at  50  per  cent,  saturation  it 
is  scarcely  possible  to  stand,  and  even  slight  exertion  causes 
temporary  loss  of  consciousness.  The  onset  of  the  symptoms 
is  very  insidious,  there  being  only  slight  shortness  of  breath 
and  palpitations,  but  hardly  any  discomfort ;  and  the  senses, 
power  of  judgment  and  of  movement,  are  commonly  much  impaired 
before  the  person  is  aware  of  anything  being  wrong.  In  some 
cases  there  is  much  excitement,  but  often  there  is  simple 
drowsiness  and  stupidity.  The  symptoms  are  in  some  respects 
similar  to  those  produced  by  alcohol.  One  curious  fact  is  that 
in  CO  poisoning,  as  in  alcoholic  poisoning,  sudden  exposure  to 
cool  fresh  air  may  greatly  increase  the  symptoms.  Death  seems 
often  to  be  immediately  brought  about  by  muscular  exertion, 
as  in  attempts  to  escape  rapidly  up  ladders,  inclines,  etc.  If 
death  occurs  gradually,  the  haemoglobin  is  usually  about  80  per 
cent,  saturated  with  CO.  In  the  case  of  persons  who  have  been 
rescued  alive,  but  still  unconscioias,  after  long  exposure  to  CO, 
death  often  occurs  later  in  consequence  of  damage  to  thg 
t^issues  during  the  exposure. 
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The  dangers  of  CO  poisoning,  and  the  symptoms  which 
accompany  it,  are  very  graphically  described  in  the  Report  to 
the  Home  Secretary  of  Sir  Clement  Le  Neve  Foster  on  the  fire 
at  Snaefell  Mine  in  1897.  The  main  passages  from  this  report 
are  reproduced  in  the  Appendix  at  the  end  of  this  book. 

The  percentage  of  CO  which  is  fatal,  if  sufficiently  long  inhaled, 
to  men  and  animals  seems  to  vary  a  good  deal  in  individual  cases. 
As  little  as  "17  per  cent,  is  sometimes  fatal  to  animals,  though 
usually  about  "4  per  cent,  is  required  to  cause  death  within  a 
moderate  time.  Anything  above  "15  per  cent,  must,  however, 
be  regarded  as  distinctly  dangerous,  and  probably  anything 
above  '03  per  cent,  would  in  time  produce  symptoms  distinctly 
felt  on  any  exertion. 

A  miner's  lamp,  or  his  senses,  will  give  him  warning  of  the 
presence  in  air  of  any  other  dangerous  impurity  except  CO; 
and  in  view  of  the  difficulty  of  recognising  by  ordinary  means 
the  presence  in  poisonous  amount  of  this  gas,  the  author  proposed 
the  plan  of  maliing  use  of  a  small  warm-blooded  animal  (a  mouse 
or  very  small  bird)  as  an  indicator  of  CO.  In  very  small  warm- 
blooded animals  the  respiration  and  chemical  changes  in  the  body 
occur  far  more  rapidly  than  in  a  man.  Consequently  the  small 
animal  absorbs  CO  correspondingly  more  rapidly,  and  thus  shows 
symptoms  of  poisoning  much  sooner  than  a  man  does  in  the  same 
atmosphere.  Hence,  if  a  miner,  going  into  air  which  may 
contain  CO,  carries  a  mouse  with  him  in  an  open  cage,  and 
watches  to  see  whether  it  shows  signs  of  sluggishness  or 
exhaustion,  it  will  give  him  timely  warning  of  the  presence 
of  a  dangerous  amount  of  CO.  It  must,  however,  be  borne 
in  mind  that  this  test  is  not  a  very  delicate  one.  Symptoms 
sufficient  to  cause  in  a  man  dizziness,  etc.,  on  exertion,  would 
hardly  be  observed  in  a  mouse ;  and  consequently  much  caution 
is  necessary  in  going  down  ladders,  steep  inclines,  etc.,  when 
trusting  to  the  indications  of  a  mouse,  as  the  exertion  in 
returning  might  produce  serious  symptoms  if  even  a  moderate 
percentage  of  CO  were  present. 

A  mouse  may  also  be  used  for  detecting  the  presence  of  even 
very  small  percentages  of  CO  in  mines.  If  it  is  left  for  about  ten 
minutes  at  the  place  where  the  air  is  to  be  tested,  and  is  then 
killed  at  the  same  place,  one  can  tell  approximately  by  an  exam- 
ination above  ground  of  its  blood  how  much  CO  was  present  in  the 
air.  A  very  dilute  solution  is  first  made  of  normal  blood,  which 
may  be  obtained  from  a  prick  in  the  finger.  This  is  placed  in  two 
test  tubes  of  equal  diameter,  and  should  be  of  such  a  dilution  that 
the  solution  has  a  yellow  tinge.    The  solution  in  one  of  the  test 
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tubes  is  then  shaken  up  with  ordinary  lighting  gas  till  the  haemo- 
globin is  saturated  with  CO,  when  its  colour  changes  to  pink.  A 
preliminary  experiment  will  readily  decide  whether  the  dilution  is 
sufficient  to  show  fully  the  difference  in  tint.  In  another  test  tube 
of  the  same  diameter  is  placed  a  solution  of  the  mouse's  blood,  a 
drop  of  which  may  easily  be  obtained  by  opening  the  heart,  and 
this  solution  is  cautiously  diluted  till  its  depth  of  tint  is  the  same 
as  that  of  the  other  two  solutions.  On  now  comparing  the  tints 
of  the  three  tubes,  it  will  be  found  that  that  which  is  saturated 
witli  CO  has  a  full  pink  colour,  which  contrasts  markedly  with  the 
yellow  of  the  normal  blood  solution.  If  CO  was  present  in  the  air 
the  blood  solution  from  the  mouse  will  be  intermediate  in  tint, 
and  it  is  possible  to  estimate  roughly,  according  as  the  mouse's 
blood  solution  approximates  in  tint  to  the  one  or  other  of  the  two 
first  solutions,  to  what  extent  the  mouse's  htemoglobin  was 
saturated  with  CO.  From  this  the  percentage  of  CO  in  the  air 
may  be  roughly  estimated,  since  the  blood  of  the  mouse  will  be 
about  half  saturated  with  -08  per  cent,  of  CO  in  the  air,  a  third 
saturated  with  -04  per  cent.,  a  fifth  saturated  with  -02  per  cent., 
two-thirds  saturated  with  -16  per  cent.,  etc.  The  tints  should  be 
compared  by  holding  the  test  tubes  against  the  light  from  the  sky, 
and  they  should  be  changed  from  side  to  side  during  the  compari- 
son. The  colorimetric  test  is  far  more  delicate  and  more  suitable 
for  quantitative  estimations  than  the  spectroscopic  or  any  other 
known  method  of  examining  small  samples  of  blood  for  CO.  This 
method  requires  daylight,  however,  though  a  lamp,  or  better,  an 
incandescent  gas  burner,  with  a  blue  glass  chimney  and  opal  globe 
may  also  be  used,  or  else  blue  glass  spectacles.  The  test  is  very 
useful  for  such  purposes  as  tracing  the  position  of  heated  coal  in 
a  goaf,  or  exploring  a  mine  after  a  fire  or  explosion. 

If  a  mouse  is  not  available,  a  similar  test  may  be  carried  out 
as  follows  with  a  sample  of  the  suspected  air  :— The  sample  is 
collected  in  a  perfectly  clean  bottle  of  about  100  c.c.  capacity. 
The  cork  of  the  bottle  is  removed  under  a  dilute  (about  \  per  cent.) 
solution  in  distilled  water  of  normal  blood  (obtained  either  by 
squeezing  a  prick  from  the  finger  or  from  any  animal)  in  a  small 
basin.  About  5  c.c.  of  the  air  in  the  bottle  is  then  allowed  to 
bubble  out,  and  a  corresponding  volume  of  blood  to  enter.  The 
cork  is  then  replaced,  and  the  bottle  covered  with  a  cloth  to  keep 
off  the  light,  which  interferes  with  the  reaction,  and  shaken  con- 
tinuously for  ten  minutes,  when  the  haemoglobin  will  have  reached 
a  point  of  saturation  dependent  on  the  percentage  of  CO  present. 
The  solution  is  then  poured  into  a  test  tube  and  its  percentage 
saturation  estimated  by  the  eye  in  the  manner  just  described. 
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The  percentage  of  CO  (p)  present  may  be  calculated  by  the 
following  formula  from  the  percentage  saturation  (s) : — 

^  ~  100  -  s  • 

Tluis,  if  the  estimated  saturation  be  20  per  cent.,  the  percentage  of 

CO  will  be  -Q  ^       ^  -017.    it  is  evident,  however,  from  what 
100-20 

has  been  said  above  as  to  the  relative  influences  of  oxygen  and  CO 
in  determining  the  percentage  saturation  of  hsemoglobin  with  CO, 
that  if  the  oxygen  percentage  of  the  air  be  much  diminished  the 
calculation  as  given  will  be  incorrect,  the  result  being  too  high. 
Thus,  if  the  oxygen  percentage  be  diminished  to  half,  the  result 
will  be  twice  as  high  as  it  ought  to  be,  and  must  be  correspond- 
ingly corrected.  In  ordinary  samples  of  mine  air,  where  a  light 
will  burn,  this  source  of  error  may,  however,  be  neglected. 
Where  only  very  small  percentages  of  CO  are  present  in  air  the 
method  just  described  is  often  very  useful,  particularly  where 
other  combustible  gases  are  present.  No  other  gas  will  turn  the 
blood  solution  pink,  so  that  the  test,  like  that  with  the  mouse's 
blood,  is  a  perfectly  certain  and  extremely  delicate  one  for  CO. 
A  more  exact  but  also  less  easy  colorimetric  method  of  estimating 
the  percentage  saturation  of  the  blood  with  CO  was  described  by 
me  in  the  Journal  of  Physiology,  vol.  xxii.  p.  478  (see  also 
vol.  xviii.  p.  465,  and  vol.  xxii.  p.  233). 

Sulphuretted  Hydrogen. — The  circumstances  (blasting  with  gun- 
powder, spontaneous  heating  of  coal,  decomposition  of  sulphides, 
etc.,  under  which  this  very  poisonous  gas  may  occur  in  mines  have 
been  already  alluded  to  (p.  134).  The  action  of  HjS  on  men 
and  animals  has  been  carefully  investigated  by  Lehmann.^  He 
concluded  that  air  containing  about  "07  per  cent,  is  just  sufficient 
to  cause  death  after  an  exposure  of  about  an  hour  or  more  in  the 
case  of  various  animals,  and  also  of  man.  In  one  of  his  experi- 
ments on  man  alarming  symptoms  were  produced  within  a  few 
minutes  by  air  containing  '05  per  cent.  The  frequently  quoted 
statement  that  a  man  can  breathe  1  or  even  3  per  cent  of  HgS  for 
a  short  time  without  injury  is  quite  erroneous.  Such  percentages 
woxild  cause  almost  instantaneous  death.  Lehmann  found  that 
0*2  per  cent,  was  sufficient  to  kill  dogs  and  cats  within  one  and  a 
half  minutes. 

The  symptoms  are  those  of  an  intense  poison,  acting  both 
locally  as  an  irritant,  and  after  absorption  on  the  brain  and  other 

'  Arrhivfiir  Hyrjicne,  vol.  xiv.  1892,  p.  135.  See  also  Haldane,  Lancet, 
1890,  vol.  i.  p.  ^20. 
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parts.  Except  in  great  concentration,  it  canses  no  characteristic 
change  in  the  blood.  With  very  small  proportions  tlie  first 
symptoms  noticed  are  irritation  of  the  eyes  and  air-passages.  The 
action  on  the  eyes  may  only  produce  slight  discomfort,  and  a  feel- 
ing as  if  some  dust  were  present.  Symptoms  really  due  to 
sulphuretted  hydrogen  have  sometimes  been  attributed  to  dust. 
With  somewhat  more  H^S  in  the  air,  eye  inflammation  (conjunc- 
tivitis), accompanied  by  intense  pain,  particularly  during  the  next 
night,  is  produced.  There  may  also  be  slight  bronchitis.  When 
as  much  as  "05  per  cent,  of  the  gas  is  present,  alarming  symptoms, 
such  as  giddiness,  vomiting,  etc.,  are  quickly  produced,  besides 
catching  of  the  breath  and  other  signs  of  irritation. 

In  accidents  from  HgS  men  are  usually  rendered  helpless  or 
unconscious  with  great  suddenness;  and  sometimes  one  man 
after  another  is  struck  down  during  efforts  to  save  the  first  man 
affected.  In  one  case  investigated  by  me  fi\'e  men  lost  their  lives 
in  a  manhole  leading  to  a  sewer,  the  last  four  having  descended 
one  after  another  in  vain  attempts  at  rescue.  As  in  the  case  of 
carbonic  oxide  poisoning,  death  often  occurs  afterwards  in  men 
who  have  been  rescued  imconscious  from  air  containing  HgS. 
It  seems  to  be  the  case  that  when  formidable  proportions  of  H,S 
are  present  the  sense  of  smell  for  this  gas  becomes  no  longer"  a 
reliable  guide.  I  have  myself  met  with  gas,  coming  from  coal 
which  had  spontaneously  heated,  which  at  once  blackened  lead 
paper,  but  in  which  I  was  unable  at  the  time  to  recognise  the 
specific  smell  of  H^S.  The  smell  was  easily  perceptible,  however, 
when  I  opened,  in  the  fresh  air,  a  bottle  containing  a  sample  of 
the  gas. 

Nitrous  Fumes. — When  nitro-glycerine  or  nitro-cellulose  ex- 
plosives burn  or  fume  off  quietly  instead  of  detonating,  they 
give  off,  as  explained  above  (p.  133),  carbonic  oxide  and  nitric 
oxide  in  place  of  carbonic  acid  and  nitrogen.  The  nitric  oxide 
immediately  combines  with  the  oxygen  of  the  air  to  form  red 
fumes  consisting  chiefly  of  nitric  peroxide  (2N0-j-0,  =  2X0.,). 

Nitrous  fumes  have  an  irritant  action  on  the  air-passages,  and 
are  extremely  dangerous  when  present  in  appreciable  proportions, 
and  have  caused  many  deaths.  In  the  case  of  several  other 
irritant  gases,  such  as  sulphurous  acid,  there  is  very  little  danger 
in  breathing  for  some  time  percentages  which  are  extremely  un- 
pleasant and  irritating  to  the  throat,  nose,  and  eyes.  The  only 
after-effect  is  a  temporary  catarrh.  With  nitrous  fumes,  however, 
there  is  very  great  danger,  as  the  after-effect  produced  is  fre- 
quently an  intensely  acute  bronchitis,  which  is  often  fatal.  Persons 
who  have  been  exposed  for  some  time  to  an  irritant  atmosphere 
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of  nitrous  fumes  often  notice  very  little  wrong  just  after  the 
exposure  ;  but  after  a  few  hours  the  bronchitis  begins  to  develop, 
and  is  often  fatal  within  forty-eight  hours.  As  many  as  twenty 
lives  have  been  lost  at  a  time  from  the  nitrous  fumes  produced 
by  a  box  of  dynamite  which  has  caught  fire  underground,  and 
wliere  bad  fuses,  unsuitable  detonators,  or  bad  dynamite  are  used, 
miners  are  often  severely,  and  sometimes  fatally,  injured  by 
nitrous  fumes.  I  have  found  that  animals  are  aflfected  in  the 
same  way  as  men.  Thus  mice  exposed  for  half  an  hour  to  air 
containing  as  little  as  "05  per  cent,  of  nitrous  fumes  (i.e.  air  to 
which  -05  per  cent,  of  NO  had  been  added)  died,  within  twenty- 
four  hours,  of  bronchitis.  The  animals  seemed  to  be  only  slightly 
inconvenienced  by  the  gas  at  the  time,  and  were  apparently  quite 
well  when  first  removed  from  the  gas.  It  would  appear  from 
this  experiment  that  nitrous  fumes  are  even  more  poisonous  than 
sulphuretted  hydrogen ;  and  no  gas  met  with  in  mines  is  so 
treacherous  in  its  effects. 

In  the  case  of  other  irritant  gases,  persons  who  have  often  been 
exposed  before  acquire  a  considerable  tolerance ;  and  this  may 
probably  be  the  case  with  nitrous  fumes. 

Fortunately,  nitrous  fumes,  even  in  very  great  dilution,  are 
easily  detected  by  their  characteristic  smell  of  fuming  nitric  acid ; 
and  great  care  should  be  taken  in  returning  after  a  blast  if  this 
smell  is  distinct.  Air  containing  enough  nitrous  fumes  to  pro- 
duce feelings  of  irritation  in  the  nose  or  air-passages  is  very 
dangerous. 

Moisture. — So  long  as  the  temperature  of  a  mine  is  moderate 
the  percentage  saturation  of  the  air  with  moisture  is  practically 
without  any  direct  influence  on  the  comfort  or  health  of  miners. 
When,  however,  as  is  frequently  the  case,  the  temperature  is  high, 
moistiu'c  in  the  air  is  of  great  importance.  In  still  and  saturated 
air  at  a  temperature  above  about  80°  to  85°  it  is  hardly  possible 
for  men  to  do  continuous  hard  work,  even  when  stripped  to  the 
waist.  At  higher  temperatures  in  saturated  air  the  amount  of 
work  possible  becomes  less  and  less,  and  the  body  temperature 
may  rise  rapidly,  though  men  accustomed  to  the  heat  can  bear 
it  much  better  than  others.  At  temperatures  above  about  90° 
by  the  wet  bulb  it  is  only  possible  to  work  for  short  periods,  and 
it  becomes  difficult  even  to  remain  without  working.  Thus  at 
a  temperature  of  93°  in  still  and  saturated  air  I  found  that  though 
I  was  stripped  to  the  waist,  and  doing  practically  no  work,  my 
temperature  rose  5°  in  two  hours,  and  was  still  rising  rapidly  when 
I  found  it  necessary  to  come  out.^  On  the  other  hand,  it  is  a 
'  Report  011  the  Health  of  Cornish  Miners,  1904,  p.  94. 
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common  observation  that  if  the  air  is  diy  much  higher  tempera^ 
tures  can  be  Ijorno  with  ease  and  comfort.  In  collieries  where 
the  air  is  fairly  dry  and  in  motion,  men  can  work  quite  well  at  a 
dry-bulb  temperature  of  90°,  or  even  100° ;  and  in  hot  climates 
with  very  dry  air  much  higher  temperatures  are  not  oppressive. 
Men  working  rock-drills  driven  by  compressed  air  have  the  great 
advantage,  if  the  mine  is  hot,  of  being  in  fairly  dry  air  during 
much  of  their  time,  since  the  air  which  escapes  from  the  drill  is 
only  about  20  per  cent,  saturated  with  moisture  when  it  assumes 
the  mine  temperature. 

Dust. — It  has  been  known  for  long  that  the  death-rate  among 
English  metalliferous  miners  above  middle  age  is  far  higher  than 
among  colliers  or  ironstone  miners,  and  that  the  excess  of  deaths 
is  due  to  phthisis  and  other  lung  diseases.  Until  lately,  however, 
there  was  a  good  deal  of  difference  of  opinion  as  to  why  metalli- 
ferous mining  has  been  so  unhealthy.  The  observation  that  men 
engaged  in  boring  dry  holes  with  rock-drills  are  extremely  liable 
to  phthisis,  and  the  investigations  of  the  recent  Transvaal  Miners' 
Phthisis  Commission,^  and  Home  Office  Committee  in  Englaud,^ 
all  go  to  show  that  the  real  cause  is  the  inhalation  of  air 
containing  dust  from  hard  stone.  An  exhaustive  examination, 
during  the  Home  Office  inquiry,  of  the  conditions  underground 
in  Cornish  mines  showed  that,  although  ankylostomiasis  (worm 
disease)  was  found  to  be  prevalent,  all  the  facts  pointed  to  stone- 
dust  inhalation,  and  this  alone,  as  the  cause  of  the  excessive 
mortality. 

The  following  tables  from  the  Home  Office  Report  will  give  an 
idea  of  the  extreme  seriousness  of  the  effects  produced  by  stone- 
dust  inhalation.  It  will  be  seen  that  the  proportional  loss  of  life 
from  this  cause  entirely  dwarfs  that  from  accidents  and  all  other 
causes.  The  recent  rise  in  the  death-rate  has  been  entirely 
caused  by  the  use  of  rock-drills  without  water-jets  or  other  means 
of  stopping  dust,  and  by  the  large  number  of  rock-drill  men 
who  have  returned  to  Cornwall  from  the  Transvaal  and  other 
countries. 

From  personal  inquiries  carried  out  for  the  Home  Office  Com- 
mittee by  the  registrars  in  the  Redruth  district  of  Cornwall,  it 
was  found  that  out  of  142  deaths  of  men  who  had  at  any  time 
worked  rock-drills,  133,  or  94  per  cent.,  were  from  lung  disease, 

1  Jteport  of  the  Transvaal  Miners'  Phthisis  Commission,  1903. 

^  Report  to  the  Home  Secretary  on  the  Health  of  Cornish  Miners,  by  J.  S. 
Haldane,  Josepb  S.  Martin,  and  H.  Arthur  Thomas  [Cd.  2091],  1904.  See 
also  discussion  on  Miners'  Phthisis  in  Trans.  List,  of  Mining  and  Metalhirg-y, 
1904. 


INTERPRETATION  0?  MINE  AIR  ANALYSES. 


153 


the  average  age  at  death  being  37*2  years.  Out  of  178  deaths  of 
miners  who  had  never  worked  rock-drills,  116,  or  65  per  cent., 
were  from  lung  disease,  the  average  age  at  death  being  53.  Of 
47  men  who  died,  and  had  worked  rock-drills  in  the  Transvaal 
only,  the  average  duration  of  the  work  was  only  4*7  years. 

The  dust  to  which  metalliferous  miners  are  exposed  is  produced  : 


TABLE  I. — Deaths  fkom  all  Causes  pee  1000  Living 
AT  EAcn  Age. 


Ages. 

15-20. 

20-25. 

25-35. 

35-45. 

45-55. 

55-65. 

All  occupied  Males,  England  and 

Wales,  1890-IS92  ... 

2-55 

5-1 

7-3 

12-4 

20-7 

36-7 

Coal  Miners,  England  and  Wales, 

3-8 

5-6 

6-3 

9-6 

19-4 

43-8 

Ironstone  Miners,  England  and 

Wales,  1890-1892  .... 

3-4 

4-6 

5-9 

8-2 

17-0 

33-3 

Lead  Minei-s,  England  and  Wales, 

3-0 

6-45 

9-45 

13-5 

23-9 

66-6 

Tin  Miners,  Cornwall,  1890-1892  . 

3-U 

7-0 

81 

14-3 

33-2 

66-1 

„      „            „        1900-1902  . 

1-55 

5-8 

13-4 

27 '9 

39-85 

66-8 

All  Miners  (including  Gold  Miners) 

living  in  Cornwall,  1900-1902  . 

1-7 

5-8 

20-9 

39-0 

44-6 

70-5 

Cornish  Mners,  1849-1853 

8 

•9 

9-0 

14-3 

33-5 

63-2 

All  Males,  England  and  Wales, 

8 

•1 

10-1 

130 

19-0 

34-8 

TABLE  IIa. — Deaths  fkom  Lung  Diseases  per  1000  Living 

AT  EACH  Age. 


Aqes. 

15-20. 

20-26. 

25-35. 

35-45. 

45-55. 

55-65. 

All  occupied  Males,  England  and 

Wales,  1890-1892  .... 

0-95 

2  6 

3-8 

5-9 

8-5 

13-0 

Coal  Miners,  England  and  Wales, 

1890-1892   

0-9 

2-0 

2-1 

3-5 

7-8 

18-7 

Ironstone  Miners,  England  and 

Wales,  1890-1892  .... 

1-6 

1-5 

2-1 

3-2 

6-5 

130 

Lead  Miners,  England  and  Wales, 

2-0 

3-3 

51 

8-7 

13-2 

32-0 

Tin  Miners,  Cornwall,  1890-1892  . 

1-3 

3-7 

3  9 

9-5 

23-0 

40-7 

„            ,,       1900-1902  . 

0-5 

2-6 

10-5 

23-2 

29-6 

42-8 

xh  Miners  (including  Gold  Miners) 

17-3 

33-2 

32-2 

living  in  Cornwall,  1900-1902 

0-7 

2-7 

42-6 

Cumish  Miners,  1849-1853  . 

3 

•05 

4-4 

8-5 

24-3 

44-5 
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TABLE  lib.— DuATHs  from  Accident  teii  1000  Living  at 

KAOH  AgK. 


Auks. 

15-20. 

20-25. 

AO— Ou. 

45-55. 

56-«5. 

All  occupied  JJales,  England  and 

Wales,  1890-1892  . 
Coal  Miners,  England  and  Wales, 

1890-1892   

Ironstone  Miners,  England  and 

Wales,  1890-1892  .... 
Lead  Miners,  England  and  Wales, 

1890-1892   

Tin  Miners,  Cornwall,  1890-1892  . 
„                    ,,      1900-1902  . 
All  Miners  (including  GoldMiners), 

Cornwall,  1900-1902  . 

15 
0-9 

0-  0 

1-  0. 
0-5 

0-5 

00 
1-5 

1-  1 

0-  9 

2-  1 

1-  8 

1-7 

0-  7 

1-  8 

1-2 

l-l 
0-9 

0-9 

0-8 

0-  9 
2-25 

1-  3 

03 
0-3 
0-6 

0-55 

1-  1 

2-  9 
1-7 

0-7 

0-  3 

1-  4 

1-25 

— 

1-4 

31 

1-9 

0-5 
4-4 

0  0 

0-5 

Cornish  Miners,  1849-1853 

2-0 

2-1 

1-9 

2-4 

1-5 

TABLE  lie. —Deaths  from  all  other  Causes  per  1000  Living 

AT  each  Age. 


Ages. 

15-20. 

20-25. 

25-35. 

35-45. 

45-55. 

55-65. 

All  occupied  Males,  England  and 

Wales,  1890-1892  .... 

1-1 

1-8 

2-9 

5-6 

11-8 

19-3 

Coal  Miners,  England  and  Wales, 

1890-1892   

1-4 

2-1 

2-4 

43 

8-7 

22 -u 

Ironstone  Miners,  England  and 

Wales,  1890-1892  .... 

0-9 

2-0 

2-6 

B-7 

8-9 

18-4 

Lead  Miners,  England  and  Wales, 

1899-1892   

1-0 

2-15 

3-2 

4'5 

9-9 

34-o" 

Tin  Miners,  Cornwall,  1890-1892  . 

0-7 

1-2 

3-3 

4-5 

9-9 

21  0 

1900-1902  . 
All  Miners  (including  Gold  Miners), 

0-5 

1-4 

2-U 

4-2 

8-9 

24-0 

Cornwall,  1900-1302  . 

0-5 

1-4 

2-8 

5-25 

11-15 

27-4 

Cornish  Miners,  1845-1853 

3 

85 

2-45 

3-9 

6-8 

17-2 

(1)  in  the  drilling  of  all  holes  in  an  upward  direction  when 
a  jet  or  spray  is  not  used ;  (2)  at  the  beginning  of  downward 
holes  before  the  hole  will  hold  the  water  poured  in ;  (3)  in 
blasting  j  (4)  in  moving  dry  ore,  i.e.  shovelling  it,  sending  it 
down  ore-shoots,  etc. ;  (5)  at  rock-breaking  machines  and  dry 
crushing  mills.    In  drilling  by  hand  much  less  dust  is  produced 


interprHtation  of  mine  AiR  Analyses.  155 


than  with  a  rock-drill;  but,  unless  water  is  used  from  the  beginning, 
the  amount  is,  nevertheless,  considerable. 

A  large  number  of  dust  determinations  in  the  air  of  Dolcoath 
Mine  in  Cornwall  have  recently  been  published  by  Thomas  and 
Macqueen.i  They  found  that  in  drilling  dry  holes  with  a  rock- 
drill  the  amount  of  dust  in  the  air  inlialed  by  the  men  averaged 
4*6  milligrammes  in  10  litres  of  air,  and  varied  from  0'5  to  11*4 
milligrammes.  In  drilling  downward  holes,  into  which  water  was 
thrown  from  a  can,  the  average  was  2-2  milligrammes  in  10  litres, 
the  dust  being  produced  before  the  hole  was  deep  enough  to  hold 
water,  and  remaining  in  suspension  afterwards.  When  a  jet  or 
spray  was  used  properly  from  the  beginning  there  was  no 
weighable  dust  in  20  litres  of  air.  In  hand-drilling  0"1  to  4'1 
milligrammes  in  10  litres  were  found  in  the  case  of  dry  holes  and 
at  the  beginning  of  holes  into  which  water  was  afterwards  poured. 
In  filling  waggons  with  dry  ore  0*6  to  3-4  milligrammes  were 
found ;  and  at  a  rock-breaker  when  the  water-sprinkler  was  not 
used  9 "2  milligrammes  were  found.  In  ends  and  rises,  within 
three  to  five  minutes  after  blasting,  1'6  to  9'0  milligrammes  were 
found,  and  it  usually  took  about  half  an  hour  for  the  quantity  to 
fall  below  1  milligramme ;  but  when  the  dust  was  drowned  down 
by  a  water-blast  the  amount  was  reduced  at  once  to  less  than 
1  milligramme,  and  was  frequently  not  weighable. 

The  dust  in  the  Cornish  mines  is  mostly  derived  from  very 
hard  granite,  while  that  in  the  Transvaal  and  other  gold-mines 
is  from  the  quartz  reef.  Dust  from  flint,  sandstone,  ganister, 
and  other  similar  stone  is  also  known  to  be  extremely  prone  to 
produce  phthisis.  On  the  other  hand,  coal  dust,  even  in  the 
considerable  quantities  which  are  commonly  inhaled  by  colliers, 
seems  to  be  relatively  harmless,  as  shown  by  the  tables  quoted 
above,  although  after  the  age  of  about  fifty  colliers  suffer  somewhat 
in  excess  from  lung  affections.  Dust  from  the  mechanical  dis- 
integration of  less  hard  varieties  of  stone,  such  as  slate,  etc.,  is 
probably  intermediate  in  its  effects.  The  particles  of  smoke  from 
explosions,  candles,  etc.,  do  not  seem  to  be  injurious,  and  iron- 
stone miners,  who  work  in  an  atmosphere  containing  much  gun- 
powder smoke,  are  relatively  very  healthy,  as  also  are  the  men 
employed  in  the  very  smoky  atmosphere  of  the  Metropolitan 
Railway. 

Most  metals  are  fortunately  met  with  as  ores  in  a  very  insoluble 
form,  so  that  the  presence  of  actually  poisonous  dust  in  metalli- 
ferous mines  is  exceptional.    Much  trouble  is,  however,  caused 
by  the  dust  from  lead  ore  in  the  form  of  carbonate ;  and  where 
^  Tram.  Inst,  of  Mining  and  Metallurgy,  1904. 
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lead  carbonate  is  present  the  strictest  precautions  are  needed  to 
prevent  the  occurrence  of  symptoms  of  lead-poisoning  (colic, 
anfemia,  various  forms  of  paralysis,  etc.),  either  from  inhalation  of 
lead  dust,  or  from  ingestion  of  lead  dust  by  the  mouth  from 
dirty  hands,  etc.  In  mines  where  mercury  is  mined  still  stricter 
precautions  are  necessary  to  prevent  symptoms  of  poisoning  by  the 
inhalation  of  air  containing  cinnabar  dust  or  vapour  of  mercury. 
Dust  or  vapour  containing  mercury  is  so  poisonous  that  it  is 
even  said  that  symptoms  of  mercurial  poisoning  (salivation,  etc.) 
have  been  noticed  in  the  case  of  men  exposed  mucli  to  the  smoke 
from  blasting,  the  mercury  coming  from  the  fulminate  in  the 
detonators. 

Where  the  mineral  smaltite  (CoAs,)  is  mined,  cancer  of  the 
lungs  is  somewhat  frequent,  and  this  appears  to  be  due  to  some 
chemical  action  of  the  arsenic  or  cobalt  of  the  decomposed  mineral 
on  the  lungs. 1 

1  Many  references  to  the  subject  of  metallic  poisoning,  etc.,  in  the  mining 
and  smelting  of  ores  will  be  found  in  Le  Neve  Foster's  Texl-book  of  Ore  and 
Stone  Mining,  1904. 
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THE  EFFECTS  OF  CARBONIC  OXIDE  IN  CONNECTION 
WITH  AN  UNDERGROUND  FIRE  AT  SNAEFELL 
MINE. 

The  accident  here  referred  to  occurred  in  May  1897.  Sir  Clement  Le 
Neve  Foster  was  at  that  time  Chief  Inspector  of  Mines  for  the  district 
■within  which  the  accident  occurred,  and  it  was  thus  his  duty  to  go  to  the 
mine  and  report  upon  all  the  circumstances. 

Snaefell  lead-mine  is  situated  on  the  flank  of  the  mountain  in  the  Isle 
of  Man  from  which  it  takes  its  name.  It  is  a  small  and  somewhat 
primitive  mine,  only  employing  about  fi.fty  men  at  the  time  of  the 
accident.  As  is  shown  by  the  sections  (Plates  I.  and  II.),  the  mine  is 
worked  by  a  main  shaft,  which  follows  the  dip  of  the  vein,  and  was  171 
fathoms  deep.  The  shaft,  which  is  rectangular,  is  divided  into  three 
compartments,  the  middle  one  being  the  ladderway,  and  those  on  either 
side  being  used  respectively  for  winding  ore,  and  for  the  pump  and  the 
compressed  air  pipes.  The  ore  was  wound  up  in  a  rough  wooden  bucket 
or  "  kibble." 

In  the  main  the  ventilation  was  "  natural,"  being  due  to  the  higher 
temperature  underground  than  above  ground.  The  general  tendency  of 
the  air-current  was  down  the  shaft  to  the  bottom  of  the  mine,  and  up 
through  the  various  winzes  (intermediate  shafts)  to  the  adit  level.  The 
open  end  of  this  had  been  connected  to  a  sloping  wooden  chimney  on  the 
hillside,  by  which  means  the  draught  was  increased.  The  mine  had 
been  officially  inspected  three  days  before  the  accident,  and  the  ventila- 
tion was  in  its  normal  state,  though  on  several  previous  occasions  it  had 
been  found  to  be  defective. 

The  time  spent  upon  the  ladders  by  the  young  and  active  men  was 
about  a  quarter  of  an  hour  in  descending  and  half  an  hour  in  a,scending. 
The  older  men  would  take  longer. 
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Pt,ate  II. — Diagrammatic  Section  of  Ladderway  of  Shaft  of  Snaefell  Mine 
to  130-fathoms  level.  The  Roman  numerals  indicate  the  positions  at 
which  rescued  men  were  found :  the  Arabic  numerals  show  the  positions 
pf  the  bodies. 
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The  following  account  of  the  accident  and  subsequent  exploration  of 
the  mine  is  reprinted  from  the  official  Report.* 

Accident,  and  Rescue  of  some  of  the  Miners.— A  little  after  6  a.m. 
on  Monday,  tlie  10th  of  May,  the  morning  shift,  consisting  of  thiity-five 
men,  entered  the  shaft  and  began  their  descent  down  tlie  ladders. 
Shortly  afterwards  several  men  came  to  the  surface  in  an  exhausted 
condition,  saying  that  the  mine  was  full  of  some  foul  gas,  which  so 
deprived  them  of  their  strength  that  they  could  scarcely  climb  the 
ladders.  These  facts  were  at  once  reported  to  Captain  Kewley ;  after 
sending  to  Laxey  for  assistance,  he  immediately  descended  the  shaft  with 
the  object  of  ascertaining  the  true  state  of  affairs,  and  of  rescuing  the  men 
below,  who  were  stated  to  be  more  or  less  overcome  by  the  noxious  gases. 
He  met  a  few  men  almost  dead-beat,  trying  to  make  their  way  up,  and 
between  the  45  and  the  60-fathoms  level  he  came  upon  others,  still  alive, 
but  quite  unconscious. 

With  the  object  of  improving  the  atmosphere  of  the  mine,  he  had  holes 
punched  in  the  pipes  conveying  compressed  air  to  the  boring  machines, 
and  this  gave  some  relief. 

If  one  tries  to  imagine  the  exact  condition  of  affairs  in  a  shaft 
such  as  has  been  described,  it  is  evident  that  the  task  of  the  rescuers  was 
no  easy  one.  Persons  unaccustomed  to  mining  can  best  imderstand  the 
state  of  the  case  by  picturing  the  shaft  as  a  rectangular  well,  having  a 
ladderway  in  the  middle  (Plate  II.).  The  unfortunate  men  had  to  be 
dragged  up  from  platform  to  platform  with  the  aid  of  ropes,  through  the 
"manholes,"  which  measure  only  22  inches  by  19  inches,  Avhilst  the 
rescuers  themselves  were  breathing  a  poisonous  atmosphere,  and  beginning 
to  feel  its  paralysing  effects. 

I  have  mentioned  that  ore  and  waste  rock  are  drawn  up  the  shaft  in  a 
bucket  (kibble)  ;  but  in  cases  of  severe  accidents,  a  special  receptacle  is 
used  in  its  place  for  conveying  the  injured  persons  to  the  surface.  It  is 
a  rectangular  box  six  feet  long,  and  just  deep  enough  and  broad 
enough  to  take  a  man.  This  was  called  into  requisition  a  little  later,  and, 
with  the  aid  of  volunteers  who  had  come  from  Laxey  mine,  three  of  the 
survivors  were  successively  put  into  it  and  dragged  up  the  shaft  by  the 
winding  engine. 

The  work  of  rescue  proceeded  imder  great  difficulties  until  five  o'clock 
in  the  afternoon,  when  James  Kneale,  the  last  survivor,  was  brought  to 
the  surface.  By  this  time  the  rescuers  themselves  were  thorouglily 
exhausted,  and  barely  able  to  climb  the  ladders.  Captain  Kewley,  whose 
pluck  has  in  no  way  suffered  from  his  sixty-five  sujnmers,  had  gone  down 

1  Repm-t  to  the  Home  Secretary  on  the  Circuvistcmces  attending  the  Underground 
Fire  at  the  Snaefell  Lead  Mine  in  the  Month  of  May  1897,  by  C.  Le  Neve  Foster, 
Esq.,  D.Sc,  F.R.S.,  one  of  H.M.  Inspectors  of  Mines  [C.  8880]. 


APPENDIX. 


161 


no  less  than  ten  times,  risking  his  own  life  again  and  again,  in  the  hope 
of  bringing  succour  to  his  men. 

Dr  Miller,  of  Laxey,  on  hearing  of  the  disaster,  immediately  proceeded 
to  the  mine  and  gave  medical  aid  to  the  sufferers,  several  of  whom  were 
still  imconscious  on  reaching  the  surface. 

Fortimately  for  all  concerned,  my  assistant,  Mr  Williams,  was  still  in 
the  island  ;  and,  upon  receiving  notice  of  the  disaster  through  the  fore- 
sight of  Mr  Samuel  Harris,  High  Bailiff  of  Douglas,  he  hastened  to  the 
mine,  which  he  reached  about  six  in  the  evening.  In  the  hope  of 
finding  further  survivors  underground  and  being  able  to  save  them,  he 
at  once  organised  another  rescue  party  with  Captain  Kewley,  and 
descended  the  shaft  to  the  74-fathoms  level,  passing  three  dead  bodies; 
Mr  Williams  and  a  miner  named  Frederick  Christian  then  made  their  way 
nearly  to  the  100-fathoms  level,  passing  other  dead  bodies,  some  of  which 
impeded  their  progress.  The  obstruction  of  the  manhole  just  above  the 
100-fathoms  level  by  three  bodies  was  so  great,  that  they  decided  to 
proceed  no  further  ;  and  it  is  fortunate  that  they  did  so,  for  on  commenc- 
ing their  ascent,  they  found  that  their  strength  was  failing  them,  and 
that  they  had  a  difficulty  in  climbing  the  ladders.  In  time  they  reached 
the  60-fathoms  level,  and  rejoined  Captain  Kewley  and  the  rest  of  the 
rescuing  party,  who  had  commenced  the  ascent  and  were  complaining  of 
weakness  and  of  inability  to  climb.  It  was  then  that  Mr  Williams 
applied  a  remedy,  in  a  fashion  hitherto  imtried  in  mining  accidents,  as 
far  as  I  am  aware. 

On  hearing  at  Douglas  that  the  accident  was  probably  due  to  foul 
gases,  Mr  Williams  tried  to  procure  some  cylinders  of  compressed  oxygen. 
As  none  could  be  obtained,  he  thought  that  possibly  he  could  effect  his 
purpose  by  generating  the  health-giving  gas  on  the  spot,  and  he  bought 
about  a  pound  and  a  half  of  potassium  chlorate.  This  he  carried  with 
him  down  the  mine,  and  made  use  of  it  while  he  and  the  rest  of  the 
rescue  party  were  waiting  to  commence  their  ascent  from  the  60-fathoms 
level.  He  set  light  to  a  heap  of  newspapers  on  the  floor  of  the  level, 
and  kept  throwing  the  potassium  chlorate,  little  by  little,  on  to  the  fire. 
On  leaning  over  it  and  inhaling  the  fumes,  the  party  experienced  decided 
relief,  and  to  some  extent  regained  their  strength.  I  imagine  that  the 
deflagration  of  a  portion  of  the  chlorate  furnished  heat  enotigh  to  cause 
another  portion  to  give  off  its  oxygen  ;  but,  be  the  explanation  what  it 
may,  I  am  assured  by  Mr  Williams  and  Captain  Kewley  that  the 
improvised  remedy  was  unquestionably  of  service  in  enabling  the  rescue 
party  to  reach  the  surface.  By  this  time  they  had  been  forced  to  the 
conclusion  that  no  one  remained  below  alive. 

Before  going  underground,  Mr  Williams  had  telegraphed  a  brief 
notice  of  the  disaster  to  me  ;  but,  unfortunately,  I  was  engaged  officially 
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at  Newlmven,  and  the  telegram  did  not  reach  me  till  after  the  last  train 
had  left  for  London.  I  was  consequently  obliged  to  defer  iny  departure 
until  the  following  morning,  and  tlien  it  was  impossible  for  me  to  reach 
Liverpool  in  time  to  catch  the  mail  steamer  leaving  that  port  for  Douglas. 
I  was  unable  to  start  from  Liverpool  until  the  morning  of  the  12th, 

Recovery  of  the  Dead  Bodies.— After  the  last  unsuccessful  attempt 
to  find  and  rescue  any  possible  survivors,  a  consultation  was  held  between 
Captain  Kewley,  Captain  Eeddicliffe,  Mr  Williams,  and  Dr  Miller, 
and  it  was  thought  desirable  to  bring  up  the  corpses  from  underground 
as  soon  as  possible,  as  the  work  of  removal  would  certainly  become  more 
difficult,  sickening,  and  noxious  each  day  it  was  delayed.  On  this  account 
Mr  Williams  again  descended  the  mine  with  a  party  of  men,  and  was 
engaged  till  eleven  o'clock  at  night  in  sending  three  bodies  to  the  surface. 

Early  on  the  following  morning  the  work  of  recovery  was  continued, 
vmder  the  superintendence  of  Mr  Williams,  as  Captain  Kewley  was 
suffering  from  the  effects  of  the  poisonous  atmosphere  in  the  mine  on  the 
previous  day,  besides  having  ample  work  to  do  in  superintending  the 
disposal  of  the  bodies  as  they  were  sent  up  to  the  surface.  The  working 
parties  had  further  the  aid  and  advice  of  Captain  W.  H.  Kitto,  the 
manager  of  Foxdale  Mine,  and  my  friend  Mr  H.  Wynne-Finch,  who 
happened  to  be  staying  Avith  him  when  the  news  of  the  disaster  arrived  ; 
they  at  once  proceeded  to  Snaefell,  descended  the  mine,  and  threw  them- 
selves into  the  work  energetically. 

Early  in  the  afternoon,  Mr  Williams  was  so  exhausted  by  his 
exertions,  that  he  became  unconscious  for  a  few  minutes,  and  had  to  be 
sent  np  to  the  surface  in  the  "  box."  By  this  time  ten  bodies  had  been 
recovered,  making,  with  the  three  brought  up  on  the  previous  day, 
thirteen  in  all.  Work  was  then  suspended  for  the  day.  About  six 
o'clock  in  the  evening,  a  party  of  volunteers  from  Foxdale  Mine, 
summoned  by  telegram  from  Captain  Kitto,  reached  Snaefell,  and  would 
have  descended  at  once  if  they  had  not  been  told  that  their  services 
would  not  be  required  until  the  following  day. 

My  other  assistant,  Mr  Jones,  who  had  started  from  Chester  as  soon  as  he 
received  telegraphic  instructions  from  me,  reached  Laxey  in  the  evening. 

On  the  Wednesday  morning  a  party  of  volunteers,  headed  by  Mr 
Williams  and  Mr  Jones,  descended  the  mine,  and  recovered  five  more 
bodies,  which  were  found  on  different  platforms  near  the  11 5 -fathoms 
level,  some  above  and  some  below. 

By  this  time,  they  had  descended  as  far  as  the  platform  immediately 
above  the  130-fathoms  level  (CD,  Plate  III,  fig.  1).  One  of  the  miners 
kneeling  upon  this  jDlatform  put  his  candle  through  the  "  manhole  "  in  order 
to  look  for  the  last  body,  when  he  foimd  that  it  was  at  once  extinguished. 
Knowing  the  importance  of  ascertaining  the  exact  nature  of  the  poisonous 
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gas,  Mr  Williams  sent  a  note  to  the  surface  Jisking  to  have  some  bottl&s, 
filled  with  water,  and  well  corked,  sent  down  to  him  for  the  purpose  of 
securing  samples  for  analysis.  When  the  bottles  arrived,  he  stood  upon 
the  second  rung  of  the  ladder  below  the  platform,  and,  keeping  his  head 
well  up,  he  held  one  of  them  under  the  platform,  allowed  the  water  to 
run  out,  and  re-corked  it.  A  second  sample  was  obtained  in  a  like  maimer, 
but  while  he  was  emptying  the  water  from  a  third  bottle,  he  suddenly, 
and  without  any  warning,  became  unconscious.  There  is  no  doubt  that 
he  inhaled  a  big  whill'of  gas  which  came  tlirough  the  "manhole"  when 
disturbed  by  the  operation  of  taking  samples.  The  effect  was  iastan- 
taneous,  but  it  must  be  recollected  that  his  blood  was  already  affected  by 
his  having  been  down  the  mine  for  some  hours.  As  he  knew  that  he  was 
running  some  risk,  he  had  wisely  taken  the  precaution  to  put  a  rope  round 
him  before  beginning  his  dangerous  task,  and  it  is  most  fortunate  that  he 
did  so,  for  otherwise  it  is  almost  certain  that  he  would  have  lost  his  life. 
Mr  Jones  and  some  miners  who  were  holding  the  rope  dragged  him  up 
from  platform  to  platform,  for  a  total  distance  of  80  feet,  still  in  an  uncon- 
scious state  ;  and  their  work  was  not  accomplished  without  difficulty,  for 
they  were  feeling  the  effects  of  the  poisonous  atmosphere,  and  had  only 
just  strength  enough  to  lift  their  living  burden.  On  reaching  the  115- 
fathoms  level,  Mr  Jones  held  his  colleague's  mouth  to  a  hole  punched  in 
an  air-pipe,  through  which  a  strong  current  was  issuing,  and  worked 
his  arms  backwards  and  forwards  in  the  manner  recommended  for  the 
apparently  drowned,  and  before  long  he  was  rewarded  by  seeing  signs  of 
life.  Mr  Williams  was  then  at  once  sent  up  in  the  "  box,"  and  on 
arrival  at  the  surface  he  was  brought  round  by  Dr  Miller,  who  injected 
ether  suhcutaneously. 

Mr  Jones  managed  with  difficulty  to  climb  to  the  top  Avith  the  rest  of 
the  party.  There  is  no  doubt  that  by  his  presence  of  mind,  under  very 
trying  circumstances,  he  saved  Mr  Williams'  life. 

Undeterred  by  Mr  Williams'  narrow  escape  from  death.  Captain  Kitto 
descended  the  mine  in  the  afternoon  with  Mr  Wynne-Finch  and  a  party 
of  volunteers  from  Foxdale,  with  the  object  of  endeavouring  to  recover 
the  last  body,  leaving  his  assistant.  Captain  Lean,  to  direct  matters  at  the 
surface  if  necessary.  They  penetrated  as  far  as  the  platform  which  Mr 
Williams  had  reached  when  he  took  his  sample,  and  reported  that  they  saw 
a  body  upon  the  landing  some  10  feet  below  it.  While  one  of  the  men 
was  punching  the  air-pipe,  in  order  to  improve  the  ventilation,  Mr  Wynne- 
Finch  became  unconscious,  and  was  sent  to  the  surface  in  the  "box." 

Captain  Kitto  and  his  men  then  ascended  the  ladders,  all  feeling  more  or 
less  the  effects  of  the  poisonous  atmosphere  which  they  had  been  breathing. 

Travelling  by  the  earliest  possible  steamer,  I  was  not  able  to  reach 
Douglaa  until  the  afternoon  of  the  Wednesday  (1 2th  of  May),  and  on 
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proceeding  at  once  to  the  mine  I  found  Dr  Miller,  who  took  me  to  see 
the  eighteen  corpses  laid  out  in  the  carpenter's  shojj.  He  pointed  out 
the  signs  of  poisoning  by  carbonic  oxide,  telling  me  also  that  these  had 
been  more  apparent  on  the  Monday  and  Tuesday.  I  was  also  able  to 
congratulate  Mr  "Williams  upon  his  escape  and  hear  from  him  and  Mr 
Jones  some  details  concerning  the  condition  of  the  mine.  I  then  went 
to  see  my  friend  Mr  Wynne-Finch,  who  was  lying  down  in  his  mining 
clothes,  still  feeling  bad.  Later  on  he  was  brought  down  to  the  inn  at 
Laxey  and  was  put  to  bed  with  hot  bottles.  The  next  day  he  was 
sufficiently  well  to  return  to  Foxdale. 

As  the  men  who  had  been  underground  were  tired  or  exhausted, 
and  as  there  was  nothing  to  be  gained  by  an  immediate  descent,  I 
postponed  my  visit  underground  until  the  following  day.  I  then 
considered  it  my  duty  to  test  the  air  very  carefully  for  fear  of  risking 
any  more  lives.  I  had  come  to  the  conclusion  from  Mr  Williams'  first 
telegram,  and  from  newspaper  accounts,  which  told  me  that  the  disaster 
was  caused  by  fire  or  foul  gas,  that  probably  carbon  monoxide  was  at  the 
bottom  of  the  mischief,  and  therefore  in  passing  through  Liverpool  I  had 
bought  a  supply  of  mice,  wth  the  object  of  employing  them  as  indicators 
of  the  poison  in  case  it  should  still  be  present. 

A  mouse  was  put  into  an  improvised  receptacle  made  from  the  revolv- 
ing part  of  its  cage,  and  this  was  attached  to  the  " clevis"  or  spring- hook 
of  the  winding  rope,  whilst  a  lantern  and  lighted  candles  were  placed 
inside  the  kibble.  By  the  aid  of  this  testing  apparatus  it  was  easily 
ascertained  without  any  risk  that  the  air  was  not  bad  as  far  as  the  115- 
fathoms  level,  and  that  it  became  looisonous  and  deadly  at  the  1 30.  The 
mice  showed  precisely  the  same  symptoms  as  human  beings  ;  for,  if  no^; 
completely  dead  on  arriving  at  the  surface,  they  had  lost  all  power  in 
their  legs,  whilst  pinkness  in  the  snout  recalled  the  pink  lips  of  the 
dead  bodies  of  the  unfortunate  miners.  I  then  decided  to  descend  the 
mine  and  learn  by  further  personal  examination  the  precise  conditibn 
of  afifairs.  Accompanied  by  Mr  Williams,  Mr  Jones,  Captain  Kewley, 
and  several  miners,  I  went  down  the  ladderway  as  far  as  the  115- 
fathoms  level,  and  on  descending  deeper  took  the  precaution  to  test  the 
air  with  a  mouse  and  candle  before  going  below  each  platform.  By  means 
of  a  string  I  lowered  the  cage,  with  the  mouse  inside  and  the  candle 
affixed  by  a  lump  of  clay  (see  fig.  40),  from  one  platform  to  the  next,  and 
left  it  for  a  couple  of  minutes  before  drawing  it  up.  Testing  carefully  in 
this  manner  from  stage  to  stage,  we  arrived  all  right  at  the  bottom  of  the 
fourth  ladder  (AB,  Plate  III.,  fig.  2)  ;  but  when,  standing  upon  the  plat- 
form at  the  foot  of  this  ladder,  I  lowered  the  mouse  to  the  fifth,  I  found 
that  the  light  went  out  and  that  the  little  animal  showed  signs  of  much 
distress.    The  air  was  evidently  worse  than  it  had  been  on  the  previous 
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day,  for  tlien  a  light  would  burn  briglitly  on  the  ])latform,  although  it 
was  extinguished  below.    On  Thursday,  the  day  of  my  visit,  there  was 

very  bad  air  above  the  platform. 
One  of  the  miners  begged  me  to  be 
allowed  to  go  down  with  an  air- 
hose  in  his  mouth  ;  ljut  of  course  I 
refused,  saying  that  I  was  respon- 
sible, and  that  no  one  should  go 
down  lower.  We  all  climbed  up 
again  without  diificulty  ;  though, 
after  an  hour  at  the  surface,  I  began 
to  have  a  violent  pain  across  the 
forehead  which  lasted  some  time. 

In  order  to  improve  the  ventilation 
of  the  mine,  I  had  a  fire  lighted  at 
the  bottom  of  the  wooden  chimney, 
and  I  was  glad  to  see  that  it  created 
a  good  draught. 

On  the  following  day  my  tests 
made  from  the  surface  showed  me 
that  the  level  of  the  bad  air  in  the 
mine  had  not  gone  down  as  I 
expected.  I  therefore  concluded 
that  some  of  the  ventilating  doors, 
which  I  had  been  told  were  shut, 
must  be  open.  Captain  Kewley  offered  to  send  down  men  to  see,  but 
I  thought  that  it  was  better  that  I  should  go  myself.  Mr  "Williams, 
Mr  Jones,  and  Captain  Kewley  came  down  with  me  to  the  100  level, 
and  we  found  two  doors  open.  These  I  helped  to  shut,  and  we  came 
\ip,  hoping  to  find  a  great  improvement  on  the  morrow. 

On  the  Saturday  morning,  my  tests  with  mice  proved  that  things 
were  much  in  the  same  condition  ;  and  it  then  seemed  to  me  probable 
that  the  door  at  the  130-fathoms  level  was  open,  allowing  the  air  going 
down  the  main  shaft  to  escape  through  this  level  to  the  succession  of 
intermediate  shafts  which  formed  the  upcast,  without  going  to  the 
lower  levels  at  all.  I  was  of  opinion  that  this  door  should  be  closed  if 
possible,  and  there  was  naturally  a  desire  on  all  sides  that  the  last 
body  should  be  brought  up. 

Mr  Williams,  Captain  Kewley,  Captain  ReddiclifFe,  and  I,  with  a 
party  of  miners,  went  down  all  right  to  the  115-fathoms  level ;  and 
before  descending  any  further  I  tested  the  air,  by  lowering  a  tame  rat 
in  a  cage,  from  platform  to  platform.  Leaving  most  of  the  miners  at 
the  115,  Mr  "Williams,  Captain  Kewley,  Captain  ReddiclifFe,  I,  and 
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Henry  Clague  reached  the  fifth  platform  (CD,  Plate  III.)  in  safety, 
from  whence,  when  I  lowered  my  testing  apparatus  with  its  candle 
alight,  I  could  see  the  body  of  the  poor  miner,  lying  in  the  position 
described  by  the  Foxdaie  men.  Just  at  the  level  of  the  body,  the 
candle  went  out.  I  let  the  cage  with  the  rat  remain  down  five  minutes 
by  my  watch,  and  when  brought  up  it  was  not  dead,  though  visibly 
affected.  Captain  Kewley  and  Clague  said  they  would  go  doAvn  and 
get  up  the  body.  I  had  to  tell  them  plainly  that  they  should  do  no 
such  thing.  No  doubt  it  looked  easy,  for  the  body  was  not  more  than 
10  feet  below  us.  I  was  firm  in  refusing  permission,  but  said  that  I 
thought  we  might  grapple  for  it  easily  and  bring  it  up  in  a  very  few 
minutes.  One  of  the  men  who  was  higher  up  came  do-wn  with  the 
grappling  iron,  and,  in  order  to  use  it  more  conveniently,  he  pushed 
aside  the  short  ladder  leading  from  the  platform  CD  to  the  130  level. 
Moving  the  ladder  seems  to  have  disturbed  the  body  of  gas,  for  almost 
immediately  afterwards  Captain  Kewley  said  he  was  feeling  ill,  so  I 
sliouted,  "  AU  up  at  once."  We  all  climbed  to  the  115  level,  where  the 
"box"  was  in  readiness.  Captain  Kewley  was  put  into  it,  and  we 
signalled  to  have  him  wound  up.  Those  who  had  been  as  far  down  as 
the  platform  CD  were  decidedly  affected  by  the  poisonous  atmosphere, 
and  as  they  felt  they  could  climb  no  higher,  they  sat  down  in  the  1 15 
"  lodge  "  or  "  plat,"  that  is  to  say,  the  enlargement  of  the  mouth  of  the 
level  where  it  joins  the  shaft. 

The  miners  who  had  remained  at  the  115-fathoms  level,  or  had 
descended  but  little  below  it,  started  off  by  the  ladders,  and  in  time 
reached  the  top  of  the  shaft  in  a  somewhat  exhausted  condition.  In 
the  meanwhile  the  "  box  "  in  which  Captain  Kewley  was  being  raised 
to  the  surface  stuck  in  the  shaft,  owing  to  a  link  of  the  chain,  by  which 
it  was  attached  to  the  wnding  rope,  getting  caught  between  two  of  the 
planks  in  a  defective  part  of  the  wooden  trough  up  wliich  it  was 
sliding.  The  "  box  "  would  go  neither  up  nor  down,  and  poor  Captain 
Kewley  was  kept  in  this  trying  position  for  about  an  hour.  At  last  his 
son  went  down  with  some  men  and  set  the  "  box "  free,  and  another 
party  came  to  the  115-fathoms  level  to  rescue  those  who  were  unable 
to  climb.  The  "box"  was  sent  down  to  that  level,  and  one  after 
another  we  were  brought  to  the  surface.  After  this  misadventure  it 
was  evident  that  it  would  be  unwise  to  venture  down  the  mine  again 
until  the  ventilation  had  considerably  improved. 

Further  Examination  of  the  Mine  and  Inquest.— At  the  adjourned 
inquest,  evidence  was  given  by  Captain  Reddiclift'e,  myself,  Mr  Williams, 
and  one  of  the  miners,  and  our  examination  occupied  no  less  than  eight 
hours.  My  most  important  duty  was  communicating  the  result  of  the 
analyses  of  two  samples  of  gas  which  Mr  Williams  had  obtained  just 
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above  the  130  level,  at  the  virtk  of  hi.s  life,  in  the  manner  already 
described.  L)r  John  Haldane,  F.R.S.,  Lectnrer  in  Phyriiology, 
University  of  Oxford,  to  whom  the  samples  had  been  submitted,  Imd 
made  the  following  report  to  you  : — 

"OxTOUD,  May  IMh,  1897. 

"  Sir, — I  beg  to  report  as  follows  on  the  articles  ti-ansniitted  to  me 
for  examination  in  connection  with  the  Snaefell  disaster. 

"  The  articles  which  had  been  forwarded  to  the  Home  Office  by  Dr 
Le  Neve  Foster,  H.M.  Inspector  of  Mines,  consisted  of  two  dead  mice, 
and  two  samples  of  air  contained  in  bottles.  The  bottles  were  closed  by 
corks,  which  had  been  sealed  and  were  found  to  be  perfectly  air-tight. 

"  The  first  mouse  examined  was  labelled  as  follows  :— 'Snaefell  Mine, 
No.  1,  13th  May.  Mouse  lowered  into  the  mine  in  a  kibble  as  far  as 
130-fathom  level,  came  up  alive,  but  legs  paralysed  ;  killed  on  reaching 
the  surface.' 

"  The  blood  on  dilution  with  water  was  found  to  have  the  pink  tint 
characteristic  of  carbon  monoxide  poisoning.  Judging  roughly  by  the 
tint,  I  estimated  that  the  haemoglobin  was  about  80  per  cent,  saturated 
Avith  carbon  monoxide.  An  exact  determination  could  not  be  made,  as 
the  light  was  failing  at  the  time  when  the  articles  for  examination  were 
received. 

"The  second  mouse  was  labelled — 'Snaefell  Mine,  No.  2,  May  13tli, 
1897.  Mouse  taken  down  into  the  mine  and  lowered  by  me  from  the 
platform  at  the  foot  of  the  4th  ladder  below  the  115-fathoms  level  to  a 
platform  some  25  feet  below  it.  Mouse  had  suffered  and  was  killed 
at  once.' 

"  The  blood  of  this  mouse  had  also  the  characteristic  tint  of  carbon 
monoxide  poisoning.  The  saturation  of  the  hsemoglobin  was  exactly 
determined  and  found  to  be  78'3  per  cent. 

"The  bottles  containing  the  samples  of  air  were  both  labelled  as 
follows  : — '  Sample  of  air  from  shaft  of  Snaefell  Mine  just  above  130- 
fathoms  level,  12th  May  1897,  C.  Le  Neve  Foster.' 

"  The  composition  of  the  sample  in  the  first  bottle  opened  was  found 
to  be  as  follows  : — 

Per  cent. 

Oxygen  15-48 

Carbon  dioxide  4'22 ' 

Carbon  monoxide    .       .       .       .       .       .  1*07 

Hydrogen  0'48 

Nitrogen  and  Argon  78*75 

100-00 


1  A.  duplicate  deteruiiuation  also  gave  4-22  per  ceut. 
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"  The  gas  in  the  second  (larger)  bottle  had  the  following  composition  :— 

Per  cent. 

Oxygen   15"52 

Carbon  dioxide       ......  4'26 

Carbon  monoxide  1"10 

Nitrogen,  Argon,  Hydrogen    ....  79'12 

100-00 

"  As  the  second  sample  was  evidently  the  same  in  composition  as  the 
first,  the  hydrogen  was  not  determined  separately.  The  carbon 
monoxide  was  in  each  case  determined  colorimetrically  with  blood 
solution,  and  the  hydrogen  by  passing  over  a  glowing  platinnm  spiral. 
The  carbon  dioxide  formed  by  contact  with  the  platinum  corresponded 
exactly  to  the  carbon  monoxide  known  to  be  present,  so  that  no 
appreciable  proportion  of  methane  or  other  hydrocarbons  can  have 
been  present. 

"  The  composition  of  the  sample  corresponds  to  a  mixture  produced 
by  the  combiistion  of  wood  or  other  similar  material.  Inhalation  of 
air  of  this  composition  would  produce  helplessness  (in  a  man)  within 
about  seven  or  eight  minutes  at  most,  and  would  soon  cause  death.  A 
candle  would  not  burn  in  such  air,  but  would  just  do,  so  on  the  addition 
of  a  third  of  its  volume  of  fresh  air.  The  mixture  would  then  still  be 
intensely  poisonous,  and  would  still  be  if  diluted  with  four  times  its 
volume  of  fresh  air.  When  diluted  with  nine  times  its  volume  of  fresh 
air  it  would  still  be  capable  of  rendering  a  man  incapable  of  walking. — 
I  am,  Sir,  your  obedient  servant,  J ohn  HaldaN^. 

"  The  Under  Secretary  of  State, 
Home  Department." 

Although,  after  the  statement  of  Dr  Miller  and  the  appearance  of  thfe 
corpses,  there  was  no  doubt  about  the  cause  of  death,  it  nevertheless 
was  extremely  satisfactory  to  find  such  ample  confirmation  by ,  Dr 
Haldane,  and  it  is  worthy  of  remark  that  upon  no  occasion,  as  far  as  I 
am  aware,  has  a  sample  of  such  a  terribly  poisonous  character  ever  been 
taken  in  a  mine. 

The  whole  of  the  evidence  confirmed  me  in  the  opinion  which  I  had 
formed  on  the  very  first  day  I  heard  of  the  accident— that  it  resulted 
from  an  undergroimd  fire. 

It  was  found  on  testing  the  air,  day  after  day,  by  lowering  mice  and 
candles  from  tlie  surface,  that  the  atmosphere  of  the  mine  was  improving 
gradually  imder  the  influence  of  the  natural  ventilation,  and  on .  the  7th 
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of  June  it  was  conBidered  tlmt  the  descent  to  the  130-fathoiii8  level  could 
be  made  with  perfect  safety.  A  party  of  men  went  down  the  mine  and 
sent  up  tlie  last  body— that  of  Robert  Kelly. 

Owing  to  official  work  at  Petty  Sessions  in  Wales  and  in  the  southern 
portion  of  my  district,  my  next  visit  to  the  island  was  not  until  the  16th 
J une  ;  I  was  then  fortunate  enough  to  be  accompanied  by  Dr  Haldane, 
who  made  a  visit  at  his  own  expense  in  order  to  investigate  tlie  circum- 
stances of  such  an  important  disaster  from  the  poisonous  gas,  with  which, 
more  than  any  other  scientific  man,  he  is  so  thoroughly  familiar.  A 
very  stormy  passage  prevented  our  reaching  the  mine  until  late  in  the 
afternoon,  and  by  that  time  Mr  Williams  and  Captain  Kewley  had  been 
down  the  mine  and  had  discovered  the  seat  of  the  fire.  They  then 
accompanied  Dr  Haldane,  Dr  Miller,  Captain  Reddicliffe,  and  me  to 
the  130-fathoms  level,  and  at  a  point  about  630  yards  north  of  the  shaft 
we  found  that  the  level  was  completely  blocked  by  rubbish,  which  liad 
fallen  from  workings  above,  as  the  supporting  timbers  had  been  destroyed 
by  fire.  The  pieces  of  charred  timber  left  no  doubt  about  the  origin  of 
the  disaster. 

A  sample  of  the  air  taken  by  Dr  Haldane  gave  him  the  following 
results  on  analysis  : — 

Carbonic  acid  gas  0"64 

Oxygen  20-17 

Nitrogen  and  Argon  79'19 


100-00 

No  trace  of  carbon  monoxide  could  be  detected  in  the  sample. 

Cause  of  the  Accident  and  Remarks. — Though  Professors  Dewar,i 
Tilden,2  and  Bedson  ^  have  discovered  that  carbonic  oxide  occurs  occluded 
in  certain  rocks  and  minerals,  the  gas  has  never,  I  believe,  been  found  as 
a  natural  constituent  of  the  atmosphere  of  mines.  It  was  evident, 
therefore,  from  the  first,  that  I  had  to  seek  for  some  artificial  source  of 
the  poison  when  investigating  the  accident,  and  I  think  that  it  is  now 

1  "Recent  Researches  on  Meteorites,"  Proc,  Roy.  Inst,  vol.  xi.,  London, 
1886,  p.  546. 

2  "On  the  Gases  enclosed  in  Crystalline  Rocks  and  Minerals,''  Proc.  Roy.  Soc. 
vol.  Ix.,  1897,  p.  453.  Since  my  report  was  written,  I  find  that  Prof.  Ramsay 
and  Mr  Travers,  in  their  paper  upon  Fergusonite,  state  that  a  small  quantity  of 
carbonic  oxide  is  given  off  by  the  mineral  gadolinite  when  heated  (Proc  Roy.  Soc, 
vol.  Ixii.,  1897,  p.  329),  whilst  Behrens  notes  the  occurrence  of  the  gas  in  the  coal 
of  Upper  Silesia  ("Die  Kohlenstaubgefahr  und  ihre  Bekanipfung,"  Gliickauf,  vol. 
xxxiv.,  1898,  p.  316). 

3  "A  Contribution  to  our  Knowledge  of  Coal  Dust,"  Trans.  Fed.  Inst.  Min. 
Eng.,  vol.  vii.,  1893-94,  p.  28. 
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perfectly  cerUiin  that  the  deaths  of  the  twenty  victims  of  the  Snaefell 
disaster  were  due  to  carbon  monoxide,  i^roduced  by  timber  burning  in 
the  mine.  The  next  point  for  consideration  is  how  the  timber  became 
ignited.  Before  the  workings  could  be  entered,  I  suggested  two  possible 
explanations:  (1)  Alighted  candle  stuck  up  against  one  of  the  timber 
supports  ;  (2)  the  spontaneous  combustion  of  cotton  waste  impregnated 
with  oil,  which  had  been  in  use  by  the  men  who  were  working  rock  drills. 

•  As  the  inspection  of  the  mine  revealed  the  fact  that  the  seat  of  the 
fire  was  at  the  130-fathoms  level,  where  men  had  been  engaged  in  putting 
in  fresh  timber,  and  not  in  the  171 -fathoms  level,  or  in  the  "  stopes" 
above  it,  where  machine  drills  were  being  employed,  I  naturally  at  once 
abandoned  the  second  theory,  and  I  feel  convinced  in  my  own  mind  that 
the  first  is  the  true  solution  of  what  was  thought  by  some  persons  to  be 
a  mystery. 

The  timber  in  parts  of  the  130-fathoms  level  is  very  dry,  and  would 
easily  take  fire.  It  will,  then,  be  asked  how  the  ignition  of  the  timber 
could  escape  the  knowledge  of  the  men  employed  at  the  place. 

To  answer  this  question  one  must  explain  a  common  practice  of 
miners.  When  his  candle,  held  in  its  clay  socket,  is  nearly  burnt  out, 
the  workman  very  frequently  sticks  up  the  end  against  the  side  of  his 
working  place,  whether  timbered  or  not,  takes  a  fresh  candle  from  his 
bundle,  and  lights  it  at  the  flame  of  the  old  one  ;  he  then  blows  out  the 
flame  of  the  candle-end,  or  puts  it  out  with  his  fingers,  with  the  intention 
of  using  it  as  a  "snuflf"  for  igniting  the  fuse  of  some  future  shot.  Care- 
less miners  may  sometimes  leave  a  candle-end  to  burn  away  of  itself, 
whilst  in  other  cases  the  snuffing  out  may  be  imperfectly  performed  and 
the  wick  may  go  on  smouldering,  and  eventually  ignite  inflammable 
material  with  which  it  is  in  contact.  It  is  quite  easy,  therefore,  to 
account  for  the  ignition,  and  some  facts  which  I  extracted  at  the  inquest 
fuUy  confirmed  me  in  my  belief.  In  answer  to  my  question,  "Have 
you  ever  known  timber  used  in  a  mine  take  fire  accidentally  from  a 
candle  being  left  near  it?"  Captain  Keddicliffe  stated  that  be  thought 
he  could  recollect  no  less  than  five  cases  of  the  kind — three  in  Laxey 
Mine  and  two  at  other  mines. 

Once  started  upon  a  timber  prop,  the  fire  would  naturally  spread  to 
the  adjacent  supports,  and  no  doubt  it  burnt  well  and  thoroughly  for  a 
time,  as  long  as  plenty  of  air  was  available  ;  but  when  the  combustion  of 
the  supporting  frames  so  weakened  them  that  they  gave  way  under  the 
weight  of  the  waste  material  lying  upon  them  and  caused  a  block  in 
the  level,  the  condition  of  things  was  somewhat  altered.  The  timber 
was  then  burning  in  a  sort  of  cul-de-sac,  and  did  not  get  aU  the  oxygen 
necessary  for  the  perfect  combustion  of  the  carbon  ;  the  result  was  that 
carbon  monoxide  was  generated  in  addition  to  carbon  dioxide. 
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It  is  rather  startling  to  find  how  small  a  quantity  of  timber  need  he 
burnt  to  pollute  to  a  dangerous  extent  the  passages  of  a  mine.  According 
to  Mills  and  Rowan,'  air-dried  wood  may  be  considered  as  consisting  of 
40  parts  of  carbon  (inclusive  of  1  part  ash), 

40    „    „  oxygen  and  hydrogen  in  the  proportion  in  which  they 
unite  to  form  water, 

20    „    „  hygroscopic  water. 
Taking  the  weight  of  a  cubic  foot  of  larch,  which  was  the  kind  of  timber 
employed  at  Snaefell,  at  34-5  lbs.,2  the  quantity  of  carbon  in  it  will  be 

39x34-5  ,^..,.„ 
^^^_  =  13  455  lbs. 

12  parts  by  weight  of  carbon  combining  with  16  parts  by  weigiit  of 
oxygen  will  produce  28  parts  by  weight  of  carbon  monoxide.  There- 
fore, 1  cubic  foot  of  larch  will  produce 

4^5=31-395  lbs. 

J. 

of  carbon  monoxide.  At  a  temperature  of  60°  F.,  and  tmder  a  barometric 
pressure  of  30  inches,  1  cubic  foot  of  carbon  monoxide  weighs  about  520 
grains.  31  lbs.  of  carbonic  oxide  will  therefore  occupy  417  cubic  feet  of 
space.  Taking  an  ordinary  mine  tunnel  or  level  as  being  7  feet  high  by 
5  feet  wide,  each  yard  of  length  would  contain  105  cubic  feet,  and 
therefore  it  is  easy  to  see  by  calculation  that  417  cubic  feet  of  carbon 
monoxide  would  furnish  1  per  cent,  of  the  contents  of  a  gallery  about 
400  yards  long.  Of  course  1  per  cent,  of  this  noxious  gas  is  quite 
sufficient  to  cause  almost  immediate  loss  of  consciousness,  followed 
speedily  by  death. 

The  total  capacity  of  all  the  levels,  shafts,  and  excavations  in  the 
Snaefell  Mine  was  stated  in  evidence  at  the  inquest  to  be  a  little  over 
a  million  cubic  feet ;  therefore  25  cubic  feet  of  timber  contain  carbon 
enough  to  produce  sufficient  carbon  monoxide  to  give  an  atmosphere 
Avith  1  per  cent,  of  the  noxious  gas  all  through  the  mine. 

I  have  not  taken  into  account  the  alteration  in  the  volume  of  the  gas 
which  would  be  caused  by  differences  of  temperature  and  pressure, 
because  these  would  not  affect  the  gist  of  my  statement  that  a  very 
small  fire  may  suffice  to  produce  very  disastrous  results,  unless  the  air- 
currents  traversing  the  workings  are  sufficiently  strong  to  sweep  out  the 

1  Fuel  and  its  Applications,  London,  1889. 

2  Pocket-hook  of  Engineering  Formula;,  by  Mole.swortb,  22nd  edition,  1888, 
p.  18 ;  34-5  is  the  mean  of  tlie  two  values  given.  KarmarsU,  quoted  by  Mills  and 
Rowan  (op.  cit.  p.  7)  gives  0-565  as  the  specific  gravity  of  air-dried  larch,  which  is 
equivalent  to  35-3  lbs.  per  cubic  foot. 
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foul  gases  as  quickly  as  they  are  produced.  At  Snaefell  the  block  in 
the  level,  produced  by  the  rubbish  falling  when  the  supporting  frames 
were  burnt  away,  stopped  the  air-current  in  that  part. 

I  will  now  for  a  moment  consider  the  question  of  carbon  dioxide. 

Calculating  in  the  same  mamier  as  before,  we  find  that  the  perfect 
combustion  of  1  cubic  foot  of  larch  would  produce  49"335  lbs.  of 
carbon  dioxide.  As  1  cubic  foot  of  carbon  dioxide,  under  the  same 
conditions  as  before,  weiglis  about  820  grains,  the  above  quantity  of  49"3 
lbs.  would  occupy  a  space  of  420  cubic  feet.  A  himdred  cubic  feet  of 
larch  would  give  12,000  cubic  feet  of  carbon  dioxide,  or  enough  to 
impregnate  a  million  cubic  feet  to  the  extent  of  4  per  cent.  ;  there- 
fore we  see  that  the  combustion  of  125  cubic  feet  of  timber  might  have 
added  sufficient  carbon  dioxide  and  carbon  monoxide  to  bring  the  whole 
atmosphere  of  the  mine  into  the  condition  of  the  poisonous  sample  so 
often  referred  to,  whilst  its  noxious  properties  were  strengthened  by  the 
exhaustion  of  the  life-sustaining  oxygen.  However,  it  is  not  likely  that 
the  whole  of  the  mine  was  ever  full  of  such  an  atmosphere,  and  the 
combustion  of  a  very  much  smaller  quantity  of  timber  than  that  which 
lias  been  mentioned  would  have  sufficed  to  produce  the  poisonous  atmo- 
sphere in  the  130-fathoms  level  and  in  the  shaft.  If  we  take  a  timber 
supporting  frame  (sett)  in  a  level,  consisting  of  two  side  props  (legs),  each 
measuring  6  feet  6  inches  in  length  and  9  inches  in  diameter,  and  a 
horizontal  beam  (caj;  or  head-tree)  6  feet  long,  and  of  the  same  diameter, 
we  have  at  once  more  than  8  cubic  feet  of  wood.  The  frames  were 
placed  very  close  to  each  other  ;  in  fact,  there  were  nearly  three  to  the 
yard.  In  addition,  the  covering  pieces  of  timber  placed  upon  the  "  caps  " 
were  4  inches  thick,  and  were  again  overlaid  by  other  timber,  so  that 
one  may  safely  assume  that  in  each  yard  of  level  there  were  more  than 
35  cubic  feet  of  timber.  An  examination  of  the  130-fathoms  level  has 
sho^vn  that  the  fire  extended  for  11  yards  along  it,  because  it  is  blocked 
for  that  distance.  Under  these  circumstances,  though  the  extent  of  the 
fire  may  not  have  been  very  great,  still  there  is  evidence  of  a  sufficient 
amount  of  burning  to  account  for  the  disaster. 

It  may  be  a  matter  of  surprise  to  some  persons  that  the  miners 
should  have  gone  to  their  fate  without  any  suspicion  of  the  danger 
ahead.  If  the  fire  had  taken  place  on  any  day  except  a  Saturday,  the 
men  of  the  afternoon  shift  would  probably  have  become  aware  of  it 
before  it  had  attained  very  dangerous  proportions,  and  before  the  lack 
of  oxygen  had  been  the  means  of  causing  the  generation  of  the  supremely 
poisonous  lower  oxide  of  carbon.  The  intervening  Sunday,  when  no 
one  was  down  the  mine,  gave  time  for  the  gases  to  cool  and  the  odour 
of  burning  to  subside,  and  consequently  warnings  were  lacking  which 
would  have  been  present  if  the  mine  had  been  entered  sooner.  Besides, 
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It  must  not  be  forgotten  that  the  miner  usually  considers  tliat  his 
candle  is  a  sufficient  indicator  of  the  state  of  the  air  :  if  it  burns  dimly 
he  becomes  suspicious  ;  if  it  goes  out,  he  feels  that  there  is  danger.  At 
Snaefell  the  candles  continued  to  burn  brightly,  and  though  some  of 
the  men  evidently  noticed  a  little  smell  and  a  feeling  of  warmth  in 
the  air,  there  was  nothing  to  make  them  apprehend  that  their  lives 
were  in  jeopardy,  until  they  began  to  be  overcome.  Probably  no 
miner  in  the  island  had  ever  heard  of  carbon  monoxide  and  its  noxious 
qualities.' 

A  question  often  asked  is,  "  Wliy  did  not  the  men  start  to  cUmb  up 
the  ladders  the  moment  they  began  to  feel  the  effects  of  the  poison?" 
This  18  easUy  answered  by  those  who  have  suffered  from  its  effects  and 
escaped  with  their  lives.  Carbon  monoxide  is  a  most  insidious  enemy, 
for,  whilst  it  is  easy  to  go  on  descending  ladders  while  inhaling  the 
poisonous  atmosphere,  the  Hmbs  seem  to  be  incapable  of  action  when 
the  exertion  of  climbing  upwards  has  to  be  encountered.  The  position 
in  which  the  bodies  were  found  confirms  this  view  of  the  case. 

The  Mouse  as  an  Indicator  of  Carbonic  Oxide.— It  will  be  seen 
from  what  I  have  already  said,  that  the  mice  employed  as  indicators  of 
carbonic  oxide  did  render  useful  service,  as  I  was  able,  wliilst  standing 
on  the  surface,  to  determine,  without  the  sHghtest  risk  to  anybody  the 
depth  at  which  the  air  in  the  mine  really  began  to  get  very  bad,'  and 
to  obtain  proof  of  the  presence  of  carbonic  oxide  in  it.  A  mouse  was 
also  of  use  to  me  underground  in  testing  the  air  below  the  115-fathoms 
level  from  platform  to  platform,  and  enabled  me  to  sav  ^vithout 
hesitation  that  no  one  should  descend  beyond  a  certain  point.  How- 
ever, it  gave  no  indication  of  the  small  proportion  of  carbonic  oxide  in 
the  air  above  the  higlxly  poisonous  parts  (Plate  III.),  either  on  the 
Tliursday  or  on  the  Saturday.  It  is  necessary  to  recollect  that  I  was 
using  the  mouse  for  the  first  time,  and  that  consequently  I  may  not 
have  been  so  keenly  aUve  to  the  early  symptoms  shown  by  the  little 
animal  as  I  should  have  been  if  I  had  practised  this  mode  of  testing 
before  ;  and,  further,  I  must  add  that  on  the  Saturday,  when  my  party 

1  It  may  also  appear  surprisiug  that  the  poisonous  gas  from  the  fire  should  have 
got  back  into  the  downcast  shaft.  The  probable  explanation  is,  that  the  return 
au-  was  leaking  across  into  the  downcast  shaft  at  various  levels.  In  metalliferous 
mines  the  extent  of  this  leakage  across  into  downcast  shafts  is  often  very  great 
^less  adequate  means  are  taken  to  prevent  it.  To  give  one  instance,  I  found 
that  m  the  air  near  the  bottom  of  a  downcast  shaft  in  a  badly  ventilated  tin-mine 
the  oxygen  was  diminished  by  0-43  per  cent,  as  compared  mth  0-48  per  cent 
near  the  top  of  the  upcast  shaft.  The  abundant  do^vnward  current  in  the  lower 
part  of  the  downcast  shaft  was  thus  mostly  made  up  of  return  air  which  had 
leaked  across  at  various  levels.— J.  S.  H. 
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suffered  from  carbonic  oxide  poisoning,  I  was  using  a  tame  white  rat, 
as'  my  supply  of  mice  had  become  exhausted.  The  larger  the  animal 
the  less  speedily  does  it  become  affected,  and  if  I  had  used  a  mouse  on 
the  unhacky  Saturday,  it  is  quite  possible  that  I  should  have  had  earlier 
indications  of  danger.  On  the  whole,  I  must  confess  that  the  test  with 
the  moiise  does  not  appear  to  me  to  be  so  delicate  as  supposed  by  Dr 
Haldane,  or  at  aU  events  it  is  not  so  delicate  in  the  hand  of  an 
unpractised  observer.^ 

Finally,  I  may  remark  that  the  Snaefell  calamity,  like  other  disasters 
all  over  the  world,  had  a  sunny  side,  for  it  brought  out  the  nobler 
qualities  of  many  gallant  men.  Captain  Kewley  behaved  heroically  in 
leading  the  plucky  band  of  rescuers,  and  so  did  my  assistant,  Mr 
Williams.  Their  names  will  not  be  forgotten  in  the  Isle  of  Man  in 
this  generation.  I  was  greatly  gratified  on  learning  that  their  noble 
condxict  had  been  brought  by  His  Excellency  the  Lieutenant-Governor 

1  A  rat  weighs  about  tea  or  twenty  times  as  mncli  as  a  mouse,  and  would  take 
two  or  three  times  as  long  to  react  to  a  given  percentage  of  CO.  It  is  possible, 
therefore,  that  the  party,  when  they  reached  the  fifth  platform,  were  from  the 
beginning  standing  in  actually  poisonous  air  on  the  Saturday,  the  rat  not  having  been 
left  long  enough  on  that  platform  to  really  test  the  air.  A  period  of  fifteen  minutes 
would  have  been  needed  for  this  purpose.  It  seems  more  probable,  however,  that 
the  air  down  to  the  fifth  platform  was  at  first  fairly  free  from  CO,  but  that  the 
slight  rise  in  temperature  due  to  the  presence  of  the  party  and  their  lights 
produced  a  current  upwards  of  foul  air  in  the  ladderway  (the  middle  compart- 
ment) of  the  shaft.  This  current  probably  carried  some  carbonic  oxide  up  to  the 
115-fathoms  level,  to  judge  by  the  symptoms  of  those  who  were  sitting  there.  Had 
the  air  at  this  point  been  fairly  free  from  CO,  the  faintness  produced  by  the 
exertion  of  climbing  would  soon  have  passed  off. 

It  is  undoubtedly  the  case  that  a  mouse  will  not  indicate  by  its  symptoms  such 
small  proportions  of  CO  as  were  present  on  the  Thursday  below  the  100-fathoms 
level.  As  the  mouse  test  has  sometimes  been  misunderstood,  it  may  perhaps  be 
well  to  quote  the  following  warning  from  my  description  of  it  in  the  Transactions 
of  the  Institution  of  Mining  Engineers,  1896  :— "  It  should  be  understood  that 
this  test  cannot  be  relied  on  to  do  more  than  indicate  the  presence  of  actually 
dangerous  proportions  of  carbon  monoxide,  for  only  a  practised  observer  could 
detect  the  outward  signs  of  slight  symptoms  in  a  mouse,  whereas  correspondingly 
slight  symptoms  in  a  man  might  be  very  distinctly  felt.  If  the  mouse  merely 
shows  signs  of  weakness  of  the  legs,  there  will  be  danger  to  a  man,  though  prob- 
ably not  for  twenty  minutes  or  half  an  hour.  If  the  mouse  becomes  quite  helpless 
and  unable  to  stand,  there  is  danger  within  a  few  minutes  to  a  man.  If  the  mouse 
becomes  unconscious  and  goes  into  convulsions,  there  is  urgent  danger,  and  not  a 
moment  should  be  lost  before  retreating." 

For  detecting  very  small  percentages  of  CO  the  mouse  must  be  used  in  the 
manner  described  on  page  147.  After  a  recent  fire  at  Dolcoath  Mine  in  Cornwall 
the  whole  of  the  workings  were  explored  by  this  latter  method,  and  the  men 
allowed  to  return  to  work  in  all  parts  where  an  examination  of  the  blood  of  the 
dead  mice  showed  that  appreciable  quantities  of  CO  were  absent, — J.  S,  H. 
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of  the  Island  to  the  notice  of  the  Cliapter  of  tlie  Order  of  St  Jolin  of 
Jierusalem,'  and  that  the  silver  medal  for  .saving  life  on  land  liad  Ijeen 
awarded  to  each  of  them.  Unfortunately,  absence  in  Canada  prevented 
ray  attending  the  meeting  at  which  the  medals  were  presented  by  His 
Excellency  on  behalf  of  His  Royal  Highness  the  Prince  of  Wales, 
Grand  Master  of  the  Order,  and  I  was  unable  to  express  publicly  my 
admiration  of  the  gallantry  displayed  by  Captain  Kewley  and  Mr 
Williams.  Captain  Kitto  and  Mr  Wynne-Finch,  with  a  party  of  men 
from  Foxdale,  likewise  did  useful  service  ;  and  my  assistant,  Mr  Jones, 
will  have  the  satisfaction  for  the  rest  of  his  days  of  knowing  tliat  he 
saved  a  comrade's  life  under  very  critical  circumstances. 

Dr  Miller's  prompt  aid  to  the  injured  contributed  greatly  to  their 
recovery,  and  must  not  be  forgotten. 

■  In  obedience  to  your  Special  Instructions,  I  have  penned  an  account 
of  my  sensations  under  the  influence  of  carbonic  oxide,  and  I  liave 
QoUected  statements  concerning  the  effects  of  the  gas  from  Mr  Williams, 
Mr  Jones,  Captain  Kitto,  and  Mr  Wynne-Finch.  These  I  have  placed 
in  an  Appendix.  I  need  hardly  say  that  we  none  of  us  desire  to  parade 
our  experiences  in  pubHc  ;  we  relate  them  at  your  request,  in  the  hope 
that  the  account  may  be  of  some  service  to  persons  exposed  to  the  risk 
of  carbonic  oxide  poisoning,  or  at  all  events  be  of  scientific  interest  to 
physiologists. 


STATEMENTS  CONCERNING  THE  SENSATIONS,  SYMP- 
TOMS, AND  AFTER-EFFECTS  OF  CARBON  MONOXIDE 
POISONING. 

De  C.  LE  neve  FOSTER. 

On  the  13th  May  I  did  not  notice  any  unpleasant  symptoms  while  in 
the  mine,  but  after  having  been  on  the  surface  for  a  little  time  I  had  a 
decided  headache  across  the  forehead.  On  the  following  day  we  did 
not  go  down  below  the  100  level,  and  felt  no  inconvenience  whatever 
in  any  shape  or  form.  On  the  fifteenth  there  was  certainly  a  feeling 
that  the  air  as  we  descended  was  less  good  than  on  the  prcAdous  day  ; 
but  this  in  no  way  interfered  with  my  work,  such  as  testing  the  air 
from  platform  to  platform  below  the  115  ;  nor  was  my  power  of  deciding 
that  it  was  unsafe  to  descend  to  the  corpse  itself  in  any  way  impaired. 
I  cannot  recall  any  symptoms  undoubtedly  due  to  carbon  monoxide, 
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until  I  readied  the  115  level,  after  having  climbed  rapidly  up  the  ladders, 
when  Captain  Kewley  gave  the  alarm  that  lie  was  feeling  ill .  The  poison 
took  effect  most  suddenly  ;  probably  its  action  was  accelerated  by  the 
exertion  of  climbing  rapidly.  I  felt  decidedly  queer  when  I  reached  the 
level,  and  thought  a  drop  of  brandy  might  revive  me  :  I  took  out  my 
little  brandy  flask,  but  already  my  fingers  seemed  incapable  of  doing  the 
work  properly,  and  someone  unscrewed  the  stopper  for  me  ;  I  took  a 
small  sip  and  sat  down.  Everything  then  seemed  in  a  whirl,  and  the 
atmosphere  seemed  to  be  a  dense  white  fog.  This  must  have  been,  as  far 
as  I  can  judge,  a  little  before  1  p.m.,  for  we  went  down  precisely  at  noon, 
and  allowing  full  time  for  the  descent  and  testing  the  air  from  platform 
to  platform  below  the  115,  I  do  not  think  an  hour  had  elajjsed  after 
leaving  the  surface  before  we  were  taken  ill. 

Sitting  next  to  me  was  Mr  Williams,  and  within  a  few  feet  were 
Captain  Reddicliffe  and  Henry  Clague  ;  the  men  who  had  remained  all 
the  time  at  115  level,  or  at  all  events  had  not  descended  as  low  as  we 
did,  had  started  to  climb  to  the  surface,  but  of  their  starting  I  have  no 
recollection.  A  curious  fact  is  that  we  all  sat  without  moving  or  trjdng 
to  escape  :  the  foot  of  the  ladder  was  close  by,  yet  none  of  us  made  any 
effort  to  go  to  it  and  ascend  even  a  single  rung.  We  none  of  lis  tried  to 
walk  a  dozen  steps,  which  would  have  led  ns  to  the  other  side  of  the 
shaft  partition,  where  we  all  knew  that  there  was  a  current  of  better 
air.  We  simply  sat  on  and  on  ;  Mr  Williams  remained  motionless  like 
a  statue  ;  Captain  Reddicliffe,  on  the  other  hand,  was  shouting  and 
groaning  nearly  all  the  time,  while  Clague  was  moving  his  arms.  Of 
all  this  I  was  perfectly  conscious,  though  rooted  to  my  seat.  By  my 
side  was  one  of  the  pipes  conveying  compressed  air,  in  which  a  hole  had 
been  punched  some  days  before.  I  was  perfectly  conscious  that  fresh 
air  was  a  good  thing  for  me,  and  I  frequently  leant  over  and  put  my 
mouth  to  the  hole  and  inhaled  a  good  breath.  How  soon  I  realised 
that  we  were  in  what  is  commonly  called  "  a  tight  place  "  I  cannot  say  ; 
but  eventually,  from  long  force  of  habit,  T  presume,  I  took  out  my  note- 
book. At  what  o'clock  I  first  began  to  write  I  do  not  know,  for  the  few 
words  written  on  the  first  page  have  no  hour  put  to  them.  They  were 
simply  a  few  words  of  good-bye  to  my  family,  badly  scribbled.  The 
next  page  is  headed  "  2  p.m.,"  and  I  perfectly  well  recollect  taking  out 
my  watch  from  time  to  time.  As  a  rule  I  do  not  take  a  watch  under- 
ground, but  I  carried  it  on  tliis  occasion  in  order  to  be  sure  that  I  left 
the  rat  long  enough  when  testing  with  il.  In  fact,  my  note  on  the  day 
of  our  misadventure  was  :  "  5th  ladder.  Rat  two  minutes  at  man," 
meaning  by  the  side  of  the  corpse.  My  notes  at  2  p.m.  were  as  follows  : 
"  2  p.m.,  good-bye,  we  are  all  dying,  your  Clement,  I  fear  we  are  dying, 
good-bye,  all  my  darlings  all,  no  help  coming,  good-bye  we  are  dying, 
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good-bye,  good-bye  we  are  dying,  no  help  comes,  good-bye,  good-bye." 
Then  later,  partly  scribbled  over  some  "  good-byes,"  I  find,  "  We  saw  body 
at  130  and  then  all  became  affected  by  the  bad  air,  we  have  got  to  the 
115  and  can  go  no  further,  the  box  does  not  come  in  spite  of  our  ringing 
for  help.  It  does  not  come,  does  not  come.  I  wish  the  lx»x  would 
come.  Captain  R.  is  shouting,  my  legs  are  bad,  and  I  feel  very  i 
my  knees  are  i  ."  The  so-called  "  ringing "  was  signalling  to 
the  surface  by  striking  the  air-pipe  with  a  hammer  or  bar  of  iron. 
We  had  agi'eed  upon  signals  before  we  went  down.  There  is  writing 
over  other  writing,  as  if  I  did  not  see  exactly  where  I  placed  my  pencil, 
and  then  :  "  I  feel  as  if  I  were  dreaming,  no  real  pain,  good-bye,  good- 
bye, I  feel  as  if  I  were  sleeping."  "2.15,  we  are  all  done.  No  i  , 
or  scarcely  any,  Ave  are  done,  we  are  done,  godo  bye  my  darlings.'' 
Here  it  is  rather  interesting  to  note  the  "godo"  instead  of  "good." 
Before  very  long  the  fresh  men  who  had  climbed  down  to  re-scue  us 
seem  to  have  arrived,  and  explained  that  the  "  box  "  was  caught  in  the 
shaft.  Judging  by  my  notes  I  did  not  realise  thoroughly  that  we 
should  be  rescued.  Among  them  occur  the  words,  "No  pain,  it  is 
merely  like  a  dream,  no  pain  ;  no  jiain,  for  the  benefit  of  others  I  say 
no  pain  at  all,  no  pain,  no  pain."  I  frequently  wTote  the  same  sentence 
over  and  over  again.  My  last  note  on  reaching  the  surface  tells  of  that 
resistance  to  authority  which  likewise  appears  to  be  a  symptom  of  the 
poisoning. 

These  notes  afford  ample  confirmation  of  the  effect  produced  by 
carbonic  oxide  poisoning  of  causing  reiteration.  I  wrote  the  same  words 
over  and  over  again  unnecessarily.  The  condition  I  was  in  was  rather 
curious.  I  had  absorbed  enough  of  the  poison  to  paralyse  me  to  a 
certain  extent  and  dull  my  feelings,  but  at  the  same  time  my  reason  had 
not  left  me. 

The  general  sensation  was  like  a  bad  dream,  and  yet  I  was  able  to 
reason  properly  and  write  intelligibly,  though  in  a  disjointed  fashion. 

I  have  been  asked  whether  some  of  my  notes  may  not  have  been 
written  automatically  or  unconsciously.  If  there  had  merely  been  a 
good-bye  to  my  wife  and  children  I  might  have  been  doubtful  on  the 
subject,  as  I  find  that  in  my  note-book  I  used  some  Avording  identical 
with  that  of  a  letter  addressed  to  my  wife  which  I  had  written  as  a 
matter  of  prudence  before  leaving  Laxey  on  the  morning  of  my  first 
descent.  After  my  visit  to  the  mine  on  the  previous  afternoon,  I 
knew  there  was  some  risk  to  be  encountered,  and  I  simply  penned  the 
letter  for  use  in  case  things  should  go  wrong.  Fortunately,  the  letter 
was  not  wanted.  Wholly  apart  from  my  farewells,  it  seems  to  me  from 
my  notes  that  I  was  recording  things  correctly,  and  that  my  brain  was 

1  Word  illegible. 
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reasoning  properly  ;  I  do  not  think  I  ever  lost  consciousness  in  the 
mme. 

Mr  Williams,  on  the  other  hand,  and  Captain  Reddicliffe,  though  not 
absolutely  unconscious,  did  not  recognise  the  lapse  of  time,  for  they 
thought  that  only  about  ten  minutes  passed  between  my  calling  out  "  All 
up  at  once  "  and  their  arrival  at  the  surface.  In  reality,  nearly  two  hours 
had  gone  by. 

That  the  numbness  of  the  fingers  recorded  in  my  notes  was  no  fancy 
is  proved  by  the  fact  that  I  burnt  my  wrist  and  hand  with  my  candle 
while  sitting  underground,  and  had  no  notion  that  I  had  done  so  until 
a  friend  in  the  evening  called  my  attention  to  a  big  blister.  I  daresay 
this  was  five  hours  or  more  after  the  burn. 

I  think  there  certainly  was  a  feeling  of  exhilaration  on  reaching  the 
top  of  the  shaft ;  I  was  quite  able  to  walk  and  was  in  full  possession  of 
my  senses,  for  I  at  once  asked  Dr  Miller  to  take  a  little  of  my  blood, 
so  that  it  might  be  tested  spectroscopically.  He  tied  a  bandage  round 
my  arm,  and  when  one  of  my  veins  was  well  swollen  he  inserted  a 
hypodermic  syringe,  but  no  blood  could  be  drawn.  He  then  tried  Mr 
Williams  in  the  same  way,  but  again  without  success.  That  the 
puncture  was  deep  is  proved  by  the  scar  which  is  still  apparent. 
About  an  hour  after  I  came  up  I  sent  off  a  telegram  to  my  wife,  which 
I  reproduce  in  order  to  show  that  the  effects  of  the  carbon  monoxide  in 
producing  unnecessary  repetitions  had  not  worn  off :  "  Am  perfectly  right, 
do  not  believe  any  report  to  the  contrary  ;  I  repeat  I  am  perfectly 
right. — Clement.    Address,  Peveril,  Douglas."  ^ 

Though  feeling  quite  able  to  walk  to  Laxey,  a  distance  of  about  four 
miles,  I  took  the  advice  of  Dr  Miller,  and  went  down  with  some  others 
in  a  trap.  One  of  the  miners  who  was  with  us  was  vomiting  from  time 
to  time,  and  by  and  by  I  felt  a  desire  to  be  sick  also,  and  put  my  finger 
down  my  throat  with  the  idea  of  assisting  nature,  but  without  effect.  Soon 
after  this  I  became  imconscious  for  a  few  minutes  ;  it  was  not  a  true 
fainting,  but  something  of  the  nature  of  epileptiform  seizure,  as  I  am 
told  that  I  was  a  little  convulsed,  though  I  never  had  anything  in  the 
nature  of  a  fit  before.  Dr  Haldane  has  pointed  out  that  seizures  of 
this  description  are  not  uncommon  after  carbonic  oxide  poisoning.^  On 
getting  to  the  hotel  at  Laxey  I  lay  down  on  the  sofa  with  a  headache, 
and  Mr  Williams  suffered  from  headache  and  vomiting. 

On  arriving  at  Llandudno  three  days  after  the  accident,  I  happened 
to  pass  om"  family  doctor,  and  he  told  me  afterwards  that  he  at  once 
noticed  that  the  colour  of  my  face  was  strange, 

1  /.e.,  Peveril  Hotel,  Douglas. 

-  On  the  Cavses  of  Death  in  Colliery  Explosions  and  Underground  Fires, 
London,  1896  (C.  8112),  p.  18. 
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A  few  days  after  I  got  back  from  the  island  the  first  time,  about  the 
21st  or  22nd  of  May,  I  noticed  my  heart ;  it  could  scarcely  be  called 
palpitation,  as  I  understand  palpitations  to  be,  for  there  did  not  seem  to  be 
any  increased  rapidity  of  its  action,  but  I  was  conscious  of  its  beating  ; 
as  a  rule,  I  am  not.  This  passed  oflf",  and  then  on  1st  and  2nd  of  June 
I  noticed  it  very  decidedly  again,  so  much  so  that  I  went  to  my  doctor. 
He  sounded  me,  and  said  the  heart  was  all  right,  though  there  was  one 
sound  which  was  not  very  distinct.  This  consciousness  of  liaving  a 
heart  still  returns  from  time  to  time,  though  only  to  a  slight  extent. 
On  the  19th  May  I  suffered  much  from  headache,  not  regularly,  but 
intermittently.  The  headache  lasted  for  several  days,  and  the  feeling 
in  the  legs  was  very  apparent ;  it  was  an  aching  in  the  legs  from  the 
knee  to  the  ankles.  A  coldness  from  the  knees  to  the  soles  of  the  feet 
was  also  noticeable  ;  it  came  on  occasionally  for  a  considerable  time. 
The  headaches  continued  at  intervals  for  some  time,  and  lasted  certainly 
for  some  months  after  the  accident ;  indeed,  I  cannot  .say  that  they  have 
disappeared  altogether.  Whether  these  headaches  are  still  a  consequence 
of  the  poisoning  or  not,  I  am  unable  to  say.  I  have,  at  the  risk  of  being 
wearisome,  given  the  above  account  of  the  mental  phenomena  ac- 
companying partial  poisoning  by  carbonic  oxide,  because  it  is  possible 
that  they  may  be  of  assistance  to  those  who  are  investigating  the  subject 
from  a  scientific  point  of  view.  C.  L.  N.  F. 


Mr  GRIFFITH  J.  WILLIAMS. 

On  the  evening  of  the  10th  May,  I  descended  the  SnaefeU  Miue, 
accompanied  by  Captain  Kewley  and  four  miners.  The  Captain  and 
some  of  the  men,  who  had  been  down  several  times  during  the  day, 
suffered  from  fatigue  and  the  effects  of  the  poisonous  gases,  so  they 
descended  no  lower  than  the  74- fathoms  level ;  but  Frederick  Christian, 
who  had  a  brother  among  the  victims,  accompanied  me  to  the  platform 
immediately  above  the  100-fathoms  level.  At  this  point  a  stiffened 
corpse  blocked  the  manhole,  and  we  could  proceed  no  farther. 

While  descending,  I  had  suffered  no  discomfort  except  from  a  burning 
sensation  in  the  throat  and  chest,  and  a  perceptible  increase  in  the 
temperature  of  the  air  in  the  mine  as  we  proceeded. 

We  then  commenced  the  ascent  to  return  to  the  surface.  This  I 
found  to  be  a  very  different  task  from  descending,  as  almost  immediately 
I  experienced  my  strength  fail  ;  more  particularly  did  my  legs  totter  ; 
my  head  also  began  to  ache.  We  climbed  very  slowly,  and  at  the  60- 
fathoms  level  we  came  up  with  our  comrades,  who  had  ascended  so  far 
and  were  quite  exhausted.    After  burning  about  Ij  lbs.  of  potassiiun 
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chlorate  and  remaining  in  tlie  gas  produced  thereby  for  a  while,  we 
continued  our  ascent.  I  felt  as  though  a  great  weight  had  rolled  off  me, 
but  the  headache  continued. 

After  a  short  interval  at  the  surface,  I  descended  with  a  party  of 
men  to  recover  some  of  the  bodies.  The  lowermost  point  reached  on 
this  occasion  was  the  third  platform  below  the  60-fathoms  level.  We 
were  down  from  two  to  three  hours.  My  headache  increased,  and  a 
muscular  pain  began  in  the  region  of  the  heart ;  this  soon  became  very 
severe,  but  I  felt  no  weakness  in  my  legs,  worth  speaking  of,  when 
climbing  up. 

As  I  walked  up  the  mountain  side  to  the  "  Bungalow."  between  one 
and  two  o'clock  in  the  morning,  I  felt  completely  exhausted,  and  each 
time  I  struck  my  foot  against  any  object  in  the  dark,  it  seemed  as 
though  a  knife  pierced  my  forehead  ;  there  was  also  severe  pain  at  the 
back  of  the  head.  For  the  few  hours  I  was  in  bed  I  lay  wide  awake  ; 
by  morning  the  headache  was  better,  but  I  could  not  bear  to  touch  the 
left  side  over  the  heart ;  so  bad  was  the  pain  that  I  felt  it  would  be 
quite  impossible  for  me  to  descend  the  mine  on  the  Tuesday.  At  7.30 
a.m.,  however,  I  did  descend,  and  the  pain  over  the  heart  had  completely 
disappeared  before  I  again  reached  the  surface  about  9.30  a.m.,  and  it 
has  not  since  recurred. 

In  a  quarter  of  an  hour's  time  I  descended  again  mth  a  fresh  party, 
and  felt  much  stronger  than  I  had  done  on  my  first  descent  the  same 
morning.  As  time  went  on,  I  felt  my  strength  give  way  ;  I  was  also 
becoming  stupid  and  sleepy,  and  at  intervals  I  lost  consciousness  for 
short  periods,  but  tried  to  attend  to  my  work.  The  men  asked  me  to 
give  the  signal  to  have  the  "  box  "  raised,  but  I  was  unaware  of  it  till 
Captain  Kitto,  who  had  kindly  come  down  the  mine  to  assist,  roused 
me  and  said,  "  You  are  not  well,  go  and  sit  down."  To  this  I  replied 
that  I  was  all  right  and  could  go  on.  I  recollecc  giving  the  signal,  but 
nothing  more  till  I  found  myself  sitting  in  a  level  with  Captain  Kitto 
and  Mr  Wynne-Finch  giving  me  some  brandy.  I  was  informed  that  I 
had  fallen  down  insensible  by  the  manhole.  After  remaining  there  a 
short  time  I  could  barely  stand  ;  my  legs  were  powerless  ;  with  the 
aid  of  men  pulling  at  a  rope  put  around  me,  and  others  supporting  me 
behind,  I  began  to  ascend,  but  my  legs  refused  to  act.  Mr  Wynne- 
Finch  asked  me  if  I  would  not  go  into  the  "  box  "  ;  I  said  "  box,"  and 
right  glad  was  I  to  find  myself  in  it. 

1  was  quite  conscious  when  I  got  to  the  surface,  and  able  to  walk 
without  assistance  to  the  mine  office.  I  did  not  suffer  much  from 
headache  on  this  day,  and  a  good  night's  sleep  at  Laxey  quite  cured  it. 

On  Wednesday  morning,  along  with  ray  colleague,  Mr  J  ones,  and  a 
party  of  miners,  I  descended  the  mine,  feeling  quite  fresh,  and  intending 
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not  to  return  till  the  last  body  had  been  recovered.    When  one  of  the 
men,  who  was  on  the  platform  immediately  above  the  130-fathoms  level, 
called  out  that  his  candle  was  extinguished,  I  went  down  to  him  and 
put  my  candle  below  the  platform,  when  it  immediately  Avent  out. 
We  climbed  up  to  the  115-fathoms  level,  and,  though  the  atmosphere 
immediately  below  the  platform  was  deadly,  that  just  above  it  must  have 
been  comparatively  free  from  carbonic  oxide,  as  I  felt  no  inconvenience 
whatever  in  climbing  to  the  115-fathoms  platform  to  communicate  with 
the  surface  by  means  of  the  "box."    Having  all  in  readiness  for 
bottling  the  gas,  I  descended  to  the  same  platform,  having  a  rope  lashed 
round  me  at  the  arm-pits.    William  Christian  and  Robert  Cubbon,  two 
strong  and  willing  young  men,  were  on  the  same  platform  with  me, 
while  my  colleague,  Mr  Jones,  and  some  other  men  held  the  rope  on 
the  platform  above.    With  my  legs  through  the  manhole  and  my  head 
well  above  it,  I  succeeded  in  filling  two  bottles  with  the  gas  and 
corking  them  ;  then  I  discerned  a  strong  disagreeable  smell  rising  from 
below.    I  am  told  that  I  took  a  third  bottle  and  put  it  down  through 
the  manhole ;  I  have  no  recollection  whatever  of  doing  this,  though  it 
must  have  been  the  case,  as  I  found  the  bottle,  along  with  my  cap,  at 
the  130-fathoms  level,  five  weeks  after,  close  to  where  Kelly's  body  had 
lain.    My  next  sensation  was  indescribably  pleasurable,  and  one  which 
I  wished  to  last  for  ever,  for,  as  it  passed  away,  and  I  recovered 
consciousness,  I  ungratefully  said  to  Dr  Miller,  "  Why  did  not  you 
let  me  die  1"    I  then  inquired  where  I  was  and  what  the  time  was. 
A  feeling  of  sickness  followed,  which  the  doctor  told  me  was  partly 
at  least  due  to  his  treatment  of  me  in  bringing  me  roimd.    I  then 
became  somewhat  hysterical,  but  was  soon  able  to  get  off  the  sofa 
on  which  I  had  been  placed.    The  characteristic  band  of  headache 
across  the  forehead,  and  the  pain  at  the  back  of  the  head,  troubled  me 
through  the  rest  of  the  day,  but,  thanks  to  the  careful  treatment  I 
received  from  Dr  Miller,  and  the  kind  nursing  of  Mrs  Hall  at  Laxey, 
I  got  a  good  sleep  and  felt  quite  well  by  morning. 

On  Thursday,  along  with  others,  I  descended  under  the  guidance  of 
my  chief,  Dr  Le  Neve  Foster,  and  suffered  no  inconvenience  in  any 
way. 

On  Friday,  the  air  was  so  good  up  to  the  greatest  depth  reached  by 
us  (though  Dr  Foster's  mice  and  candle  tests  indicated  that  the  air  was 
still  bad  below),  that  it  was,  as  Dr  Foster  remarked  in  ascending,  quite 
a  pleasant  climb. 

On  Saturday,  I  experienced  no  unusual  sensation,  nor  did  I  detect 
any  smell  similar  to  that  of  Wednesday  ;  in  fact,  I  had  no  suspicion 
there  was  anything  whatever  Avrong,  till  Dr  Foster  called  out,  "  Kewley 
is  bad,  all  up  at  once  to  put  him  in  the  '  box.' " 
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I  recollect  turning  round  to  start  climbing,  but  I  have  not  the  faintest 
idea  how  I  managed  to  climb  up  the  ladders  for  80  feet  to  the  115- 
fathoms  level,  and  only  know  from  the  testimony  of  others  that  I  did 
so.  John  Kelly  tells  me  that  he  took  hold  of  me  at  the  top,  i.e.,  just  at 
the  115-fathoms  level,  to  help  me.  There,  I  am  told,  they  seated  me. 
How  long  I  remained  in  a  completely  unconscious  state  I  know  not ; 
but  some  time  before  I  was  removed  I  felt  at  intervals  a  great  weight  on 
my  head  ;  possibly  these  sensations  occurred  at  the  various  times  when 
one  of  the  rescue  party  poured  a  hatful  of  water  on  to  my  head.  I 
imagined  I  was  dead,  then  I  thought  I  was  in  a  horrid  dream.  I  could 
see  a  black  object  pass  up  and  down  before  my  eyes,  as  one  sees  an 
object  move  between  the  closed  eyes  and  the  light ;  this  I  was  after- 
wards told  must  have  been  Captain  Eeddicliffe's  arms  ;  he  sat  close  by 
me,  and  moved  his  arms  up  and  down.  I  had  a  sense  of  something 
revolving  inside  my  head  from  left  to  right.  Then  I  could  hear  the 
signals  being  given  to  commimicate  with  the  surface.  Giving  the 
signals  had  been  part  of  my  duty  all  through  the  sad  days  of  the  week : 
among  other  signals,  three  strokes  on  the  compressed-air  pipe  were 
meant  to  tell  those  at  the  surface  to  raise  the  "  box "  ;  six  strokes  told 
them  that  all  was  right.  I  was  able  to  count  the  number  of  strokes 
given,  and  when  they  passed  three  I  knew  there  was  something  wrong, 
and  I  wanted  to  say  so  ;  I  was  struggling  inwardly  to  speak,  but  could 
not. 

When  I  recovered  consciousness,  I  was  being  carried  in  a  horizontal 
position  to  be  put  into  the  "  box,"  which  Avas  only  a  few  yards  distant, 
to  be  sent  to  the  surface.  I  could  speak  and  could  fully  understand 
what  was  being  told  me.  I  was  conscious  all  the  way  up  the  shaft,  and 
I  know  I  shook  hands  very  heartily  at  the  top  of  the  shaft  with  some  of 
the  men  who  had  been  repeatedly  down  the  mine  with  me  during  the 
week,  but  I  could  not  bear  to  have  anyone  order  or  contradict  me  :  I 
would  have  my  own  way.  I  insisted,  not  with  very  good  grace,  I  fear, 
on  walking  by  myself  to  the  office,  and  Dr  Miller,  who  thought  I  ought 
to  allow  myself  to  be  carried,  at  last  said  to  me,  "Walk,  then,  you 
pugnacious  little  fellow  ! "  When  I  sat  down  at  the  office,  I  became  un- 
conscious again  for  fifteen  or  twenty  minutes  ;  the  first  thing  I  recognised 
afterwards  was  Henry  Clague,  one  of  the  miners,  who  was  moving  his 
limbs  convulsively  while  sitting  in  a  chair  in  front  of  me.  This  must 
have  roused  me.  I  asked  if  that  man  was  Clague,  and  if  the  place  we 
were  at  was  the  Snaefell  Mine  office. 

From  this  time  I  was  fully  conscious,  and  although  I  felt  excruciating 
pain  in  the  head,  I  was  able  to  go  down  to  Laxey  ;  the  pain  continued 
all  the  evening,  but  it  had  quite  left  me  by  Sunday  morning. 

My  face  wore  a  deep  red  blotchy  appearance  for  some  time,  and  my 
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friends  on  Uie  mainland  remarked  upon  it  repeatedly,  even  as  late  as  the 
23rd  of  May.    I  also  suffered  from  weakness. 

In  my  case,  any  ill  defects  which  I  could  attriljute  directly  to  carbonic 
oxide  poisoning  jsassed  quickly  away,  and  I  am  not  aware  that  the 
experiences  of  the  week  have  done  me  any  permanent  harm. 

G.  J.  W. 

Mr  0.  R.  JONES. 

On  Wednesday,  the  12th  May,  at  8  a.m.,  Mr  Williams  and  I  descended 
the  mine.    Between  that  hour  and  11  a.m.  five  dead  bodies  were 
recovered.    After  sending  the  fifth  body  to  the  surface,  Mr  Williams 
decided  to  take  some  samples  of  the  bad  air  in  the  shaft.    For  this 
purpose  he  descended  to  the  platform  just  above  the  130-fathoms  level, 
and,  being  aware  of  the  risk  he  was  rimning,  he  took  the  precaution  of 
having  a  rope  lashed  round  him,  the  tail-end  of  which  was  held  by  me 
and  some  miners  standing  on  the  platform  above.    Mr  Williams  had 
three  bottles  with  him,  and  emptied  the  water  from  two  of  them,  and 
recorked  his  bottles.     To  all  appearances,   he  was  not  sufifering 
from  the  effects  of  gas  up   to  this  moment.     He   then  took  the 
third  bottle,  and  v\  bile  he  was  in  the  act  of  emptying  the  water  from 
it  he  collapsed  and  fell  suddenly,  as  if  he  had  been  shot.    As  the  rope 
was  already  round  his  body,  I  lost  no  time  in  dragging  him  ujj,  with 
the  aid  of  some  of  the '  miners.    While  he  was  being  dragged  up  the 
first  three  ladders  he  was  groaning  very  much,  but  before  he  was  on  the 
platform  at  the  top  of  the  fourth  ladder  he  had  ceased  groanin".  We 
had  some  difficulty  in  getting  him  to  the  top  of  this  ladder,  as°we  felt 
our  own  strength  going.    When  we  examined  him  we  foimd  that  he  was 
not  breathing  at  all,  and  his  eyes  were  wide  open.    We  poured  some' 
brandy  into  his  mouth,  but  he  did  not  SM-allow  it.    We  then  dragged 
him  up  one  more  ladder  to  the  level.    He  then  appeared  to  be 
quite  dead.     The  "  box  "  was  already  in  this  level ;  but  we  did  not 
send  him  up  at  once,  as  packing  him  into  the  "  box  "  and  sending  him 
to  the  surface  would  have  taken  a  considerable  time,  and  we  thought  it 
more  prudent  to  make  an  effort  to  revive  liim  on  the  spot.    We  carried 
him  to  a  compressed-air  pipe  in  which  a  hole  had  been  punched,  and  I 
sat  down  under  him  and  kept  his  mouth  at  the  hole  whilst  two  of  the 
men  were  working  his  arms  backwards  and  forwards.    As  nearly  as  I 
can  guess,  about  ten  minutes  elapsed  before  he  began  breathing  again. 
Brandy  was  given  to  him  several  times,  and  when  his  heart  began  to 
beat  he  was  put  into  the  "  box,"  though  still  quite  unconscious,  and  sent 
to  the  surface.    When  I  tried  to  get  up  to  carry  Mr  Williams  to  the 
"  box,"  I  discovered  that  my  legs  were  in  a  semi-paralj'sed  state,  and  I 
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had  to  sit  down  again  by  tlie  compressed-air  pipe  for  about  half  an  hour. 
After  this  rest  I  started  climbing,  and  reached  the  top  of  the  second 
ladder  all  right,  and  then  all  of  a  sudden  I  collapsed.  I  thought  that 
my  heart  was  stopping,  but  I  soon  recovered.  The  same  thing  happened 
three  times  before  I  reached  the  surface,  when  I  vomited  and  sufl'ered 
from  a  very  bad  headache.  I  felt  the  effect  of  the  poisoning  in  my  legs 
for  some  weeks,  besides  suffering  from  palpitation  of  the  heart  on  several 
occasions  afterwards,  though  never  troubled  by  any  heart  afl'ection 
previously.  0.  R.  J. 


Mr  W.  H.  KITTO. 

The  efifect  upon  me  of  the  air  of  Snaefell  Mine  was  peculiar  ;  physically, 
I  am  fairly  strong,  but  in  going  uiiderground  the  first  time,  and  before 
reaching  the  115-fatlioms  level,  I  felt  slight  pain  and  weakness  in  my 
knees,  and  the  back  of  my  throat,  and  my  tongue  and  lips  became 
parched.  My  eyes  felt  as  if  they  were  too  large  for  their  sockets  ;  there 
was  also  a  throbbing  in  my  temples  and  a  burning  sensation  about  my 
heart  and  throughout  my  body,  but  there  was  no  pain  worth  mentioning, 
with  the  exception  of  that  in  my  knees.  This,  no  doubt,  was  aggravated 
by  climbing  the  ladders,  as  there  has  scarcely  been  any  of  this  treadmill 
work  with  us  at  Foxdale  for  many  years  past.  However,  on  reaching 
the  115-fathoms  level,  and  as  soon  as  we  had  commenced  to  recover  the 
bodies,  I  felt  better,  and  able  to  go  about  and  do  anything  ;  but  on 
starting  to  climb  up  the  ladders  to  the  surface  the  peculiar  sensation 
returned,  and  I  feel  sure  if  it  had  not  been  for  some  brandy,  a  flask  of 
which  I  had  the  precaution  to  take  with  me,  I  certainly  would  have 
failed  on  my  way  up.  On  reaching  terra  firma  I  felt  very  ill  and 
wanted  to  vomit.  AATiien  we  got  down  to  Laxey  Dr  Miller  gave  me  a 
dose  of  something  which,  did-  me  good,  but  through  the  night  I  had 
severe  palpitation  of  the  heart,  a  thing  I  have  never  felt  in  my  life  before 
or  since.  On  the  Wednesday  my  experience  underground  was  something 
similar,  but  I  did  not  feel  so  iU  on  reaching  the  surface.  The  day 
follo\ving,  Thursday,  the  pain  m  my  knees  was  so  great  that  I  could  not 
stand  properly,  and  for  fully  a  week  I  had  great  pain  wlien  walking,  and 
still  (10th  June)  feel  slight  effects  of  the  poisoning.  W.  H.  K. 


Mr  HENEAGE  WYNNE-FINCH. 

On  Tuesday,  May  llth,  1897,  at  11.45  a.m.  I  went  down  the  Snaefell 
shaft,  forming  one  of  a  party  led  by  Captain  Kitto,  of  the  Foxdale  Mine. 
I  spent  three  hours  below  ground  at  the  100-fathom  level,  and  while 
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at  work  there  felt  no  symptoms  of  discomfort  with  the  exception  of  a 
slight  nausea  due  to  the  gases  exhaled  by  the  dead  bodies. 

On  starting  to  return  to  the  surface  I  found  that  my  legs  had  partially 
lost  strength  and  had  become  heavy  and  numbed.  My  arms  were  not 
appreciably  affected,  and  the  only  other  symptom  I  noticed  was  an  un- 
usual shortness  of  breath.  This  was,  no  doubt,  due  to  the  fact  that  the 
exertion  of  climbing  rendered  the  badness  of  the  air  more  distinctly 
appreciable  to  the  lungs.  With  the  aid  of  my  arms  I  climbed  very 
slowly  and  with  considerable  difficulty  to  the  surface. 

On  Wednesday,  May  12th,  I  went  down  shortly  after  3  p.m.  The 
party  consisted  of  men  from  Foxdale  Mine  led  by  Captain  Kitto.  Our 
object  was  to  find  and  if  possible  recover  the  one  remaining  body.  The 
air  was  known  to  be  bad  below  the  115-fathom  level,  and  my  portion 
of  the  work  consisted  in  punching  holes  in  the  compressed-air  pipes 
to  freshen  the  atmosphere  as  we  went  down.  This  necessitated  my 
descending  first  with  a  rope  attached  to  my  body  to  avoid  accidents. 

While  I  was  striking  the  punch  I  noticed  once  or  twice  a  violent 
quickening  of  the  heart's  action,  which,  however,  passed  off  again  after  a 
few  moments  in  each  case.  At  about  5.15  p.m.  I  had  just  climbed  back 
from  the  open  portion  of  the  shaft  on  to  one  of  the  platforms,  after 
making  a  hole  in  the  air-pipe.  The  platform  in  question  was,  I  believe, 
the  fourth  below  the  115-fathom  level.  At  this  point  a  sudden  giddi- 
ness seized  me,!lasting  a  few  seconds  only  and  then  passing  oflf.  A  minute 
or  so  later,  the  same  sensation  recurred  more  strongly,  together  \\dth  a 
pain  in  the  head  and  an  impleasant  feeling  of  pressure  on  the  chest, 
almost  amounting  to  pain.  As  the  giddiness  continued,  and  I  felt  my 
legs  growing  weaker,  I  decided  at  once  to  climb  to  the  115-fathom  level, 
fearing  that  if  I  waited  longer  I  might  have  to  be  lifted  up  with  ropes. 
It  was  necessary  to  reach  this  latter  point,  as  it  was  the  lowest  point  at 
which  the  "  box "  was  accessible,  the  hoisting  compartment  of  the  shaft 
being  boarded  off  from  the  ladder  road  except  at  the  different  levels. 
After  I  had  removed  the  rope  from  my  body  I  began  at  once  to  climb. 
As  I  felt  the  effects  of  the  gas  rapidly  increasing,  I  climbed  as  fast  as 
possible,  so  as  to  get  to  the  level  above  before  I  was  overpowered. 

Before  I  had  climbed  the  first  ladder  my  eyesight  began  to  be 
impaired,  and,  though  there  were  men  stationed  at  each  landing,  I  could 
not  see  them.  On  calling  out  to  them  as  I  passed,  however,  I  was  able 
to  hear  and  imderstand  their  answers  in  each  case.  The  position  of  the 
ladders  rendered  it  possible  for  me  to  climb  without  the  use  of  my  eye- 
sight. The  last  ladder  I  was  only  able  to  get  up  with  a  great  effort,  and 
I  am  not  sure  whether  I  climbed  or  was  pulled  through  the  manhole  at 
the  top. 

On  reaching  the  115-fathom  platform,  I  lost  all  physical  power,  and 
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both  my  breathing  and  the  action  of  my  heart  became  much  affected. 
Paroxysms  of  rapid  breathing  set  in,  during  which  respiration  was 
ver^  laboured. 

During  the  periods  of  apparent  inaction  of  the  lungs  between  the  fits 
of  hurried  breathing,  I  experienced  no  particular  pain  or  discomfort, 
feeling  only  extremely  weak.  I  could  still  hear  and  understand  aU  that 
was  said  to  me,  as  well  as  speak  intelligibly  myself,  but  had  entirely 
lost  physical  power,  besides  being  unable  to  see  or  recognise  faces  even 
when  quite  close  to  me  and  in  a  tolerably  good  light.  My  eyes  at  this 
point  could  only  discriminate  between  light  and  darkness,  and  seemed 
to  have  entirely  lost  the  power  of  focussing  objects.  After  I  had  been 
lifted  into  the  "  box  "  I  remember  explaining  to  the  man  how  to  strap 
me  in,  etc.  I  was  quite  conscious  during  the  time  that  I  was  being 
drawn  to  the  surface,  and  can  remember  all  that  occurred  on  the  way 
up,  including  the  catching  of  the  box  on  the  timber  about  half  way.  On 
reaching  the  surface  I  could  see  nothing  distinctly,  though  my  eyes 
were  conscious  of  the  brightness  of  the  light.  I  attempted  to  walk  from 
the  shaft  top,  but  had  not  sufficient  strength,  and  was  consequently 
carried  to  Captain  Kewley's  house,  where  I  was  immediately  attended 
by  Dr  Miller,  of  Laxey. 

Paroxysms  of  difficulty  in  respiration  continued  at  intervals  for 
between  two  and  three  hours  from  the  time  that  it  began  in  the  mine. 

I  do  not  think  I  was  ever  quite  unconscious,  but  for  an  hour  or  so 
after  I  came  up  I  could  not  see  jjroperly.  About  two  hours  after  I 
reached  the  surface  I  was  sick,  which  relieved  me  considerably. 

The  sense  of  weakness  was  greatest  just  before  the  sickness  mentioned 
above,  and  for  about  ten  minutes  at  this  time  I  experienced  a  sensation 
of  complete  collapse.  I  can  only  describe  this  by  saying  that  all  vital 
functions  appeared  to  have  stopped.  After  the  siclmess  a  severe  frontal 
headache  came  on,  which  lasted  for  nearly  four  hours,  and  then  wore 
off  gradually. 

At  about  nine  o'clock  I  was  lifted  into  a  trap  and  taken  down  to 
Laxey,  still  having  no  power  to  move. 

By  the  following  morning  the  physical  effects  of  the  gas  had  quite 
passed  off,  though  for  several  days  afterwards  I  noticed  a  certain  amount 
of  weakness  in  my  legs. 

I  may  add,  in  reference  to  my  mental  condition  during  the  time  that 
I  was  under  the  influence  of  the  gas,  that,  while  my  head  was  tolerably 
clear,  there  was  undoubtedly  a  certain  incompleteness  in  the  action  of 
my  memory.  The  persistence  of  one  or  two  ideas  seems  to  have  been 
very  marked.  I  repeated  five  or  six  times  to  Captain  Kitto  my  desire 
that  the  men  should  not  be  allowed  to  attempt  to  go  any  lower  that 
day.    This  request  was  dictated  by  my  sense  of  the  suddenness  with 
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wliich  the  effects  of  the  gas  had  overtaken  me.  On  each  occaeion  1  was 
assured  that  nothing  more  would  be  attempted  that  day,  and  under 
ordinary  conditions  one  such  assurance  would  certainly  have  been 
sufficient  for  me.  This,  I  think,  shows  that  the  action  of  my  brain  and 
my  memory  were  somewhat  impaired. 

I  am  informed  by  a  friend  of  mine  who  was  present  at  the  time  that 
■during  the  feM'  minutes  before  my  sickness,  to  which  I  have  previously 
alluded,  I  appeared  to  be  quite  unconscious.  He  tells  me  that  at  this 
time  he  spoke  to  me  more  than  once  without  receiving  any  sign  of 
recognition  on  my  part,  while  all  sign  of  respiration  appeared  to  have 
ceased.  From  my  own  recollection,  however,  I  am  sure  that  I  was  not 
entirely  unconscious,  as  I  distinctly  remember  a  consciousness  of  the 
sensation  of  complete  collapse  mentioned  above.  H.  W.  F. 
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A  Simple  Introduction  to  Real  Life  in  the  Plant-world,  Based  on  Lessons 
orlgrinally  given  to  Country  Children. 

By   ELEANOR  HUGHES-GIBB. 

The  attention  of  all  interested  in  the  Scientific  Trainiag  of  the  Younp  is  requested  to  Ibis 
DBWGHTPDLLT  PBESH  and  CHABMIKO  LiTTiL  BOOK.  It  ought  to  lie  in  tlie  bands  of  every  WotJ.fr 
snd  Teacher  throughout  the  land. 

"The  child's  attention  ia  first  secured,  and  then,  in  langua^-u  eiMPin,  tet  8cunti7icali.t 
ACOCBATE.the  first  lessons  in  plantrlife  are  set  K-loie        natural  .Scimce. 

'In  every  way  well  calculatfid  to  make  the  pludv  of  BotfiTii  attkactitr  to  the  ymmE 
Seoitman 


With  Illustrations.     Crown  Svo.     Gilt,  Ss.  ed. 

THE   MAKING  OF   A  DAISY; 

WHEAT  OUT  OF  LILIES;'' 

And  other  Studies  from  the  Plant  World. 
A  Popular  Introduction  to  Botany. 
By  ELEANOR  HUGHES-GIBB, 

Author  of  Bow  Plants  Live  and  Work. 

"  A  BBioHT  little  introduction  to  the  study  of  Flowers,"— 7ot/rna?  0/ Botany. 
The  book  will  afford  real  assistance  to  those  who  can  derive  pleasure  from  the  study  of 
Watore  In  the  open.   .   .  .  The  literary  style  is  commendable."— JCnoWeti^. 
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Griffin's  Standard  Publications 

TOR 

ENGINEERS,  ELECTRICIANS,  ARCHITECTS,  BUILDERS, 
NAVAL  CONSTRUCTORS,  AND  SURVEYORS. 


Applied  Mechanics,  .  Rankine,  Browne,  Jamieson,  35,  47,  34 

Civil  EngfineePing,    .       .  Prop.  Rankine,        .  36 

Design  of  Stpuetures,  .  S.  Anglin,  ...  26 

Bridge-Constpuction,    .  Prop.  Fidler,    .      .  26 

Dock  Engineeping,       .  B.  Cunningham,       .  27 

Engineeping  Drawing, .  S,  H.  Wklls,    .      .  27 

Central  Eleetpical  Stations,  C.  H.  WoRDiNGHAM,  .  49 

Eiectpicity  Control,     .  L.  Andkews,     .      .  49 

Light  Railways,    .      .  W.  H.  Cole,     .      .  30 

Sewage  Disposal  WoPks,  Santo  Crimp,     .       .  48 

Traverse  Tables,   .      .  R.  L.  Gurden,  .      .  33 

Electpical  Tramways,  .  Prof.  a.  Jamikson,  .  34 

Locomotive  Engineering,  W.  F.  Pkttighkw,    .  30 

Valves  and  Valve-Gearing,  Chas.  Hurst,     .      .  31 

Hints  on  Design,  .      .  Chas.  Huust,     .      .  31 

Marine  Engineering,      .  A.  E.  Skaton,    .      .  45 

Engine-Room  Practice,  J.  G.  Liveksidge,     .  29 

Pocket-Book,  .       .       .  Seaton  and  Rounthwaitb,  45 

Design  of  Ships,    .       .  Prop.  Harvard  Biles,  38 

Steel  Vessels,        .       .  T.  Walton,       .       .  38 

Stability  of  Ships,       .  Sir  E.  J.  Rrkd,      .  38 

Nautical  Series,             .  Ed.  by  Capt.  Blackmore,  39 

The  Steara-Engine,  .       .  Rankine,  Jamihson,    .  36,  34 

Gas,  Oil.  and  Air-Engines,  Bryan  Donkin,        .  28 

Gas  and  Oil  Engines,  .  Pbof.  Watkinson,    .  29 

Boilers :  Land  and  Marine,  T.W.Traill,   .      .  29 

„      Steam,       .      .  R.  D,  Munro,    .      .  32 

„      Kitchen,     .      .  R.  D.  Munro,   .      .  32 

Heat  Efficiency  of,  Bryan  Donkin,  .       .  28 

Oil  Fuel,     ....  Sidney  H.  North,    .  29 

Fuel  and  Water,           •  W.  R.  Bkownb,  .      .  47 

Machinery  and  Mill  work,  Prop.  Rankinb,       .  35 

Pumping  Machinery,  .  H.  Davey,  ...  37 

Hydraulic  Machinery,  .  Prop.  Robinson,       .  37 

Grinding  Machinery,  .  R.  B.  Hodgson,.      .  33 

Lubrication  and  Lubricants,  A rohbu  jt  <te  i')EKLEY,  32 

Rules  and  Tables,    •      •  Rankinw  and  Jamieson,  36 

Bonus  Tables,      •      •  H.  A.  Golding,  .      .  31 

Electrical  Poeket-Book,  Monro  and  Jamikson,  49 

Electrical  Price-Book,  .  H.  J.  Dowsing.  .      .  31 

The  Calculus  for  Engineers,  Prop.  Robt.  H.  Smith,  46 

Measurement  Conversions,  Prop.  Robt.  H.Smith,  46 

Chemistry  for  Engineers,  Blount  »t  Bloxam,  47 
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Works  by  BRYAN  DONKIN,  M.Inst  C  E.,  M.lnst.Mech.E.,  &c 

Fourth  Edition,  Revised  and  Enlarged.     With  additional 

Illustrations.     Large  8vo,  Handsome  Cloth.  [At  Prets^ 

GAS,  OIL,  AND  AIR  ENGINES: 

A  Practical  Text -Book  on  Internal   Combustion  Motors 

without  Boiler. 
By  BRYAN  DONKIN,  M.Inst.C.E.,  M.Inst.Mech.E. 

GBmRAL  Contents.— Gas  Engines :— General  Des<  ription— History  and  Develop- 
ment— British,  French,  and  German  Gas  Engines— Gas  Production  for  Motive  Power — 
Theory  of  the  Gas  Engine — Chemical  Composition  of  Gas  in  Gas  Engines-  Utilisation  of 
Heat — Explosion  and  Combustion.  Oil  Molors  :— HiMory  and  Development— Variou* 
Types -Pnestman's  and  other  Oil  Engines.  Hot-Alr  Engines ;— History  and  Develop- 
ment— Various  Types :  Stirling's,  Ericsson  s,  &c.,  &c. 

"The  BEST  BOOK  NOW  PUBLISHED  On  Gas,  Oil,  and  Air  Engines.  .  .  .  Will  be  o^ 
VBBY  GREAT  INTEREST  to  the  numerous  practical  enginefr>  who  have  to  make  themr-elvea 
familiar  with  the  motor  of  the  daj;.    .    .    .    Mr.  Dunkin  ha.'-  the  acivaniage  ol  1.0NC 

FRACTICAL  EXPERIENCE,  combined  with  HIGH  SCIHNTItIC  AND  EXHERI  MENTAL  KNOWLEOGB, 
and  an  accurate  perception  of  the  requirements  of  t-ngiiiter.',."—  J  Me  tnxitierf. 

"We  HBARTILV  RECOMMEND  Mr.  Doiikm's  work.  .  .  A  monument  of  careful 
labour.   .   .   .    Luminous  and  comprehensive  "— youtno/ a' <?»7j /./^eA/wi^ 

"  A  thoroughly  keliable  and  exhaustive  TtctiUsk."—  Engineering. 


In  Quarto,  Handsome  Cloth.    With  Numerous  Plates.  25s. 

THE  HEAT  EFFICIENCYOF  81 EAM  BOILERS 

(LAND,  MARINE,  AND  LOCOMOTIVE). 

With  many  Tests  and  Experiments  on  different  Types  of 
Boilers,  as  to  the  Heating  Value  of  Fuels,  &c.,  with 
Analyses  of  Gases  and  Amount  of  Evaporation, 
and  Suggestions  for  the  Testing  of  Boilers. 

By   BRYAN   DONKIN,  M.Inst.C.E. 

General  Contents. — Classification  of  HifTfrent  Types  of  Boilers — 
425  Experiments  on  English  and  Fort-ign  Boilers  with  their  Meat  Efficiencies 
shown  in  Fifty  Tables- Fire  Grates  of  Vaiious  Types — Mt-chanical  .Stukers — 
Combustion  of  Fuel  in  Boilers — Transmission  of  Ileal  through  l-toiler  Flates, 
and  their  Temperature — Feed  Water  Heaters,  Superheaters,  Feed  Pumps, 
&c. — Smoke  and  its  Prevention — Instruments  used  in  Te.'^tiiig  Boilers — 
Marine  and  Locomotive  Boilers — Fuel  Te.slitig  .Stations — 1 'isciission  of  the 
Trials  and  Conclusions — On  the  Choice  of  a  B  'iler,  and  Te^iinjj  of  Land, 
Marine,  and  Locomotive  Boilers — Appendices— Bililiography— Index. 

IVitk  Plates  illustra  ins;  Pro}rress  martt  dvnvg  recent  }ears, 
and  the  best  Modem  Pi  act  ice 

"Probably  the  most  EXiiArsTiVK  re.it'nii'  thai  I'an  cvpr  hrpn  collected.  A  peacticak 
BriOK  by  a  thoiougbly  practical  man. "—/»  oh  anri  Ci.ai  Tiuuef  Htrirw. 
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TauD  Sditioh,  Revised  and  enlarged,    focket-aiie.  Leather,  Us.  Bd.;  also  Larger  Size /or 

Office  Use,  Gioth,  lis.  6d. 

Boilers,  Marine  and  Land: 

THEIR  CONSTRUCTION  AND  STRENGTH. 
A  Handbook  or  Rules,  Fobmuu^,  Tabu;8,  &c.,  kklativb  to  MATEBiAiy 

SOANTLINGS,  AND  PRESSURES,  SaKETY  VALVES,  SfRINOS, 

Fittings  and  MonNTiNos,  &o. 
FOR  THE  USE  OF  ENGINEERS,  SDKVEYORS,  BOILER-MAKERS, 

AND  STEAM  USERS. 

By  T.  W.  TRAILL,  M.  Inst.  0.  E.,  F.  E.  R  N., 

Late  EuKineer  Surveyor-In-Chief  to  the  Board  of  Trade. 

To  THE  Second  and  Third  Editions  many  Nkw  Tables  for  Pressure., 

up  to  200  Lbs.  per  Square  Inch  have  been  added. 

"Thi  most  taldabls  work  on  Boilers  publislied  in  EiiRland."— SAippinp  World. 

''Contnins  an  Enobmods  Qdantitt  of  Inpohmation  arrraiiged  in  a  vi  ry  convenient  form.  .  . 
A  MOST  nssroL  VOLDUE  .  .  .  supplying  iuiorinatiDii  to  be  hHil  Lowbere  else." — T)i€  JUngineer. 


Fourth  Imirrfsion.    Large  Crown  8vo.   With  numerous  Illustrations. 

ENGINE-ROOM    PRACTICE ; 

A  Handbook  for  Engineers  and  Officers  in  the  Royal  Navy 
and  Mercantile  Marine,  Including  the  Management 
of  the  Main  and  Auxiliary  Engines  on 
Board  Ship. 

By  JOHN  G.  LIVERSIDGE,  Engineer  R.N.,  A. M.LC.E. 

Contents.  -  Generai  Description  of  Marino  Machinery.— The  Conditions  of  SorTiceand 
Duties  of  Engineers  of  the  Hojai  Navy —£n'ry  and  liomlitiuns  of  Service  of  Engineers  of 
the  Leading  S.S.  Compani<>B.— RaiKinir  ^te  ■  ui  —  l>uties  of  a  Stenniing  Watch  on  Engines 
and  Boilers. — Shutting  ofl  stea  n  — Iliirhour  Duties  and  Watches — Adjustments  and 
Bepairti  of  EngiUHS.— Preservation  imd  B'pairs  if  ''Tanlc  '  Builers.-The  Hull  and  its 
FittinxB.— CleaniuK  and  Panitina  Machnnry.  — Ke(;ii)r.ica'iug  I'umps,  Feed  1 1  enters,  and 
Automatic  Feed -Water  Kegulators.  —  Evapor.ltol•^.  —  Steam  Koitx.  —  Eieciric  Ugh"} 
Machinery.— Hydraulic  Machinery.- A;r-ConipresH.iig  Pump*  -  Refi iterating  Machines. 
—Machinery  of  l><  siroyers.— The  MamiKem-ut  nf  Water  I  nhe  Boilers.  — Regulations  for 
Entry  of  Asaistant  Engineers,  R.N.— Que-tions  given  iu  Examinations  for  Promotion  oP 
Engineers  B.N  — UeHuluii.>n!t  reKpnctin;;  Board  of  Tia.le  Kxaniinations  for  EngiueerB,  4(5, 

"  I  be  contents  cannot  pail  to  bk  ArPRKOiATBO  "  —  The  Stfiiiiship. 

"This  VKBT  usKKUL  BOOK.  .  .  .  ILLUSTRATIONS  are  if  great  IMPORTANCE  in  a  worb 
of  tbia  kind,  anil  it  is  Hotitiractory  to  find  that  special  attkntion  has  been  given  in  tbt» 
respect." — Engineers'  Qazetle. 

Just  Oct.    In  Large  Crown  8vo,  Cloth.    Fully  Illustrated.    5s.  net.^ 

OIL      F  XJ  E  IL.  : 

ITS  SUPPLY,  COMPOSITION,  AND  APPLICATION. 

llY   SIDNEY  H.  NORrir. 

LATE  EDITOR  OF  THE  "PETROLEUM  REVIEW." 

Contents.— The  Sources  of  Supply.— Economic  Aspect  of  Liquid  Fuel.— Chemica: 
Composition  of  Kucl  Oil.s  —Conditions  of  Combustion  in  Oil  Kuel  rurnaces.— Earlj 
Methods  and  Experiments.— irodi-ni  Burners  and  Mothoils.-Oll  l<'uel  lor  Murine  Pur- 
poses.— For  Niival  Purposes  — Oii  Locomotives.— For  Meiallurgical  aud  oilier  PiutojCs- 
— Appendices.  -iNbEX. 
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Second  Edition,  Revised.     With  numerous  Platts  reduced  from 
Working  Drawiugs  aud  280  Iliustratiuus  in  the  Text.  21b. 

A    MANUAL  OF 

LOCOMOTIVE  ENGINEERING: 

A  Practical  Text-Book  for  the  Use  of  Engine  Builders, 
Designers  and  Draughtsmen,  Railway 
Engineers,  and  Students. 

BY 

WILLIAM  FRANK  PETTIGREW,  M.Inst. C.E. 
With  a  Section  on  American  and  Continental  Engines. 
Bv  ALBERT  F.   RAVEN8IIEAR,  B.Sc, 

Of  riis  Majesty's  Patent  Ofllce. 

Con<ff!M.  —  HiRloricHl  Inti  O'luriiou,  ITB:*-  8H«,  _  Mortem  Loconnott»e8  :  Pimple. — 
Hodeni  Locomotiven:  Coiii|ioiii>(1  Fnni<r;  Cou  Hide  rail  un  Id  i.uc-oniutive  Design.— 
Cyliuders,  btieann  CIifkIb.  aiid  Siufllu^  BuHfS.— I'ihiuiik,  i'mton  J<o<1b,  Oi (»<8li<>adii,  aud 
Slide  Bars, — CouuecliDK  " iid  Coupling  HoiIk  —  \Vi  »•<  Ih  and  Axles  Axle  Boxps,  IJoroblocka, 
and  Bearing  Spiiugs  —  Kaiiii.c  lit.—  Va  vi-  Ge;  r.-  Slide  VulveB  and  \  alve  Gear  Oeiails. — 
Franiiog,  Uogien  aid  Axle  '1  racks.  Had  ai  Axle  UoxeH.- Boilers.— Isiiokebox  Bluol  Pipe, 

Firebox  Fittings. —  Boiler  MouminiiS  —  Temlerh.    liailw  y  Brakes.— Lubrication  Con- 

enmptioD  of  Kuel  l^vuporation  and  Eiijiiue  i  fflciency.— Amerioan  Lo<-oniotive8 — Con- 
tiaentaj  LocomotiveH. — liepairs,  Uunuiug,  Inspection,  and  BeneHalH.~Xliree  Appendices. 
—Index. 

'■Likely  to  rernain  for  many  years  the  Standard  Wokk  for  those  wishing  to  learn 
Desij  n. " —  Hnyi  ueer. 

"A  nioht  luiei  ehting  and  valuable  addition  to  the  bibliography  of  the  Locomotive." — 
Bailway  Vfficia  Ihueltt. 

"  We  reoumniend  the  hook  as  thoro  cult  practical  in  its  charncter,  and  mekitiho  a 
PIACK  IN  ANY  CDi.i.Ei  TioN  of  .    .   .    wcjrkH  ou  I  oi  oiiioti  ve  Engineering."— fiat/wov 

"The  work  contains  all  thai  can  be  learnt  from  a  book  apon  sncb  a  subject.  It 
will  St  once  tauk  an  lut.  aianijaek  work  ui-un  this  im]'urtant80bjkct."— .fiutZicay  i/u^ac>>u. 


In  Large  %vo,    ffandsome  Cloth.     With  Plates  and  IllustrcUxona.  16s. 

L  I  O  H  T  RAILWAYS 

AT  HOME  AND  ABROAD. 
By  WILLIAM   HENRY  COLE,  M.Ikst.C.E., 

Late  Ueputy-Manaifer,  Nurlh- Western  Kailway,  India. 

WCon^CTi's.— Discussion  of  the  Tenn  "Light  Railways."— English  Railwaya, 
Rates,  and  Fariiierti. —  Light  Railways  in  Belgium,  France,  Italy,  other 
Etiropean  Countries  Acnerica  aijd  tlie  Colonies,  India,  1  reland.  —  Road  Trans- 
port as  an  alrernative.  — The  Liglit  Railways  Act,  I89(i.— The  Question  of 
Xrauge.— Cotistruction  and  Working.  —  Locomotives  and  R<)Uin,'-St<ick. — Light 
Railways  in  Etigland,  Scotland,  and  Wales.— Appendices  and  index. 

'•Mr.  W.  H.  Oole  has  brou!<nt  tOi;eiher  .  .  .  a  larob  amocnt  if  valoablb  nwoBMA- 
tlON   .    ,    .    hitherto  pi  ai;tically  iriaccei^ihln  to  th"  or  liiiary  r«a<ler,"  —  7'<»<e-<. 

"  Will  remain,  for  souid  time  yet  a  Siankard  Work  in  everything  relating  to  Light 
Ball  Witys."'— ni/inf^r. 

The  auihor  h  i*  extendfld  pmcticil  ex  -erience  that  makes  the  book  lucid  and  osefaL 
It  Is  BXCKKiMNilLT  wroll  done. "— ^^Hj/' «"'""!/ 

"Ttiewaoirt  subject  is  EXim  srivKLV  and  practicallt  considered.  The  work  can  be 
cordially  r<^uouimeii  led  as  ini'ispkn-ahlk  to  ilio-e  wuos«  duty  It  is  to  become  acq ualnted 
WiiLou-^  of  the  prime  aei-es8itie<  of  uih  im  iievllaie  future  — Hailaay  (Jihi  ial  O'Ueile. 

"  I'hkkk  oo'  Lii  BR  NO  BKTTKR  BOOK  01  ilrsi  reference  on  its  subiect  All  olasaes  of 
En(rliifler««  will  w«lftomo  its  'inr»«*''«tin'»  " — *<f.-if*m'in. 
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Fourth  Edition,  Thoroughly  Revised  and  Greatly  Enlarged. 
With  Numeroua  Jllustrationa.    Price  10s.  6d. 

VALVES  AND  VALVE-GEARING: 

A  PRACTICAL  TEXT-BOOK  FOR   THE   USE  OF 
ENGINEERS,  DRAUGHTSMEN,  AND  S  TUDENTS. 

Br  CHARLES  HURST,  Practical  Draughtsman. 

PART  I— Steam  Kng'ine  Valves. 

PART  II.— Gas  Engine  Valves  and  Gears. 

PART  III.— Air  Comppessop  Valves  and  Geaping. 

PART  IV.— Pump  Valves. 

"Ma.  H0K8TS  VALTK8  and  valvb-obabino  will  prnre  a  very  valuable  aid,  and  tend  to  the 
production  o*^  Eii;(iiies ursC'KNTlFic  UBsiUN  and  KCONoMiuAi.  wi>K£iMa.  .  .  .  Will  be  largely 
•ought  after  by  BtiidKiita  nnd  heaiituere." — Marii-e  b^immrer 

-Ainiosi  KVEKV  rn"h  of  valvh.  miu  lis  g"anu.  is  I'leailyset  forth,  nnd  illu-tral^d  In 
anch  a  wav  as  lo  be  ke^uilt  unukkstim  naml  pkaoticai.lt  applied  by  either  the  Kn^ineer, 
Draughtsman,  or  Student.  .  .  .  >h»ulii  prDveboih  uskkcl  aud  vali:amlk  to  all  Kngioeers 
seakiug  for  keliable  and  cleak  informatioa  on  tue  oubjeul.  its  luuderate  price  brrngs  it 
wlthm  me  reach  of  aU." — IiiUiutrteB  ana  Iron. 


Hints  on  Steam  Engine  Design  and  Construction.   By  CitARLEs 

Hi;k3T,  "Author  of  Valves  aii  l  V^alve  (bearing.  '  Skcond  El>lTlOll, 
Kevi-etl.  in  Paper  iSuards,  8vo.,  Cloth  Back.  Illustrated.  Price 
Is.  6d.  net. 

CoNTKKTS.— I.  Sipam  P'pps  — U.  Valves.- III.  C  linderB, — [V.  Air  Tumps  nnd  Con- 
densers.- V.  M.ition  \V'oil<.-Vt.  C'aiii<  Sh-fts  and  Pedestals.— Vli.  \"a.ve  Ueur.-Vlll. 
Lubiicaiiou.— IX  ilisi-el  anenu- iJetails  — Indkx. 

"A  Mandy  voluuie  wtiicU every  practiuol  young  engineer  should  lossesa." — The  Model 


Strongly  Bound  in  Sujter  Royal  8vo.     Cloth  Boards.     Is.  Od.  net. 


For  Calculating  Wages  on  the  Bonus  or  Premium  Systems. 

For  En  ineering,  Technical  and  Allied  Trades. 
r,Y  HENRY  A.  COI>DIKG,  A.:M.I  xs  r.M.E., 

Technical  Assistiint  to  Messrs.  Hrjan  Dnnkin  and  CIcikIl  Ltd.,  and  .Ass  ftiint  Lecturer 
in  Met'liaiiiiiil  Gri!:!neer:n);  at  tiie  Nortliiiniiitiui  Inst. lute.  London.  EC 

"Cannot  fail  to  prove  practically  sen'icealjle  to  thote  lor  whoui  tlicy  lutve  been 
designed . " — Scotsman. 


SF.coNn  Edition,  Cloth,  8.s.  6d.    Leather,  for  the  Pocket,  8s.  6d. 
OBIFFIN'S  ELECTRICAL  PRICE-BOOK  :  For  Electrical,  Civil, 
Marine,  and  liorough  Ln^ineers,  Local  Aulhoritie.-;,  Architects,  Railway 
Contractors,  &c.,  &c.    Edited  by  li.  J.  Dowsing. 

"The  fcLKCTKiCAL  Prick-Book  rhmovbs  all  mvstkrv  about  the  cost  of  Electriral 
Power,  fty  its  aid  the  kxhhnsh  thai  will  be  entailed  by  utilising  electricity  on  a  large  ur 
email  scale  can  be  i\\f.c(^veTKd."— Architect. 
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Large  8vo,  Handsome  Cloth.    With  Illustrations,  Tables,  &c.  2l8, 

Lubrication  &  Lubricants: 

A  TREATISE  ON  THE 
THEORY  AND  PRACTICE  OF  LUBRICATION 

AND  ON  THE 

NATURE,  PROPERTIES,  AND  TESTING  OF  LUBRICANTS. 

By  LEONARD  ARCH  BUTT,  F.T.O.,  F.O.S., 

Olieiiiist  to  the  MiillHud  Railway  CumpaDj, 
AND 

R.   MOITNTFOHD  DEICf.EY,  M.T.M.E.,  F.G.S., 

Cliief  Ijocomcitlve  SiiperiiitHiKleiit,  Midland  Kailwa;  C'impaiiy. 

C0NTRNT8.— I.  FviftiMi,  of  So)i<la.-Jl.  I,i(|nid  Friction  or  Vi  coslty,  and  Plaetle 
Friction.  — III.  SupKiHciiil  'I'eiisidii.— I V.  The  Tlieory  of  Lubrication.— V.  Lubricants, 
their  Sources,  Prepiinilioii,  iiiiil  I'mperties.  -  VI.  i'liysiral  I  roperties  and  Methods  of 
Examination  of  l.uln-iuanis.— VI 1.  Clieniinil  Propi^rties  and  Methods  of  KxaininatioD 
of  Lubricanls.— VIII.  Tlie  .Sysl' niiitic  'IVsti  p  of  Lubricants  '  y  Pliysical  and  Chemical 
Mettioils.— IX.  'I'he  Mechanical  Test  ing  of  Liihi  icants.— X.  The  Desi)^  and  Lubrication 
of  Beariiifts.- X  I.  I  he  Lulnication  of    acliinery.— IN]>KX. 

"  Destined  to  become  a  CLASSIC  on  llie  subject." — liidtittrieg  and  Iron. 
"Contains  practically  ALL  THAT  IS  known  on  the  subject.    Deserves  tbfl  careful 
•ttenlion  of  all  Engineers."— yjaiiitJcijy  Ujjiciai  Gtiide. 


FotJiiTH  Rditton.     Fery  fu/ly  llluHtrated.    Cloth,  48.  6<l. 

STEAM  -  BOILERS: 

TSEIR    DEFECTS     MAN  AOEMENT,   AND  CONSTRDOTION. 

Bv    R     I).    MONK  O, 

chief  fCnqinfier  of  the.  scnttinh  Dniler  Inmtrance  atid  hnj/ine  Inspection  Company. 

Gknrral  Contents.— 1.  Exhiisk  ns  cau.sed  (1)  Overheating  of  Plates— (a)  By 
Defective  and  I  )v.  rlu^deil  Safely  Valve^— (3)  lij  Corrosirn,  Inieii'ai  or  Fxlernal— (4)  By 
Defective  Drsigii  aim  CuiiMruciiun  (Un-iipp'  iied  Hue  'J  ubes  ;  Un-Mreiigthei  ed  Manholes; 
Defective  Slaying;  ;  Sireinici  (ii  Kiviiicd  Jouiln;  Fai  tor  of  ha'eiy)— 1 1 .  C  onst  bdction  of 
VkrtiCal  IJ  ilkks:  ^hells — Clown  Pla'es-  and  I'piake  Tul  e.— Man-Hole>,  Mud-Holes, 
and  Fire-Holes—  Firebuxrs  —  Mouiiliii^.s —  Mauagcnieni  —  Cleaning— Table  ol  Bursting 
Pres.sures  ol  Siecl  Hoiler — 'lab  e  of  Kixtiied  Joans — Special ai ions  aid  Drawings  of 
Lancashire  Boiler  'or  Wo  king  I  re>siir>  s  1 1. )  8r  'b>  ;  (i)  100  lb.-.,  ptr  ^quare  inch  res}  ectively. 

"  A  va'uable  Companion  'or  workmen  and  engineers  engaged  about  Steam  Boilers,  ought 
to  be  carefully  studied,  and  ki  waVs    t  hanu." — Ct>^'.  Giiniiiinn. 

"  The  book  is  VKRy  iJsiiKUL,  especially  to  steam  users,  artisaiu,  and  young  Engineers."— 
Bngituer. 


By  the  same  Author. 

KITCHEN    BOILl-R    EXPLOSIONS:  Why 

they  Occur,  and  Hnw  lo  Crevenl  thdr  Occurrence.  A  Practical  Htnd- 
bfiok  ba.sed  <ni  Actual  Experiment,  With  Diagram  and  Coloured  Plate. 
Price  3s. 
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Jti  Crffivn  8t'f,  Handsome  doth.      With  Numerous 
lUustratiotts.    55.  lul. 

EMERY  GRINDING  MACHINERY. 

A  Text-Booh  of  Workshop  Practice  in  General  Tool  Grinding, 
and  the  Design,  Construction,  ana  Application 
of  the  Machines  Emoloyed. 

»Y 

R.  B.  HODGSON,  A.M.Inst.Mech.E., 

Author  of  "Machines  and  Tools  Employee'  in  the  WorkisK  of  Sheet  Metals." 

Introduction.— Tool  Grinding. — Emery  Wheels. — Mounting  Emery  Wheels. 
— Emery  Rings  and  Cylinders.  —  Conditions  to  Ensure  Efficient  Working. — 
Leading  Types  of  Machines.  — Concave  and  Convex  Grinding.— Cup  and  Cone 
Machines.  —  Muliiple  Grinding.  —  "Guest"  Universal  and  Cutter  Grinding 
Machines. — Ward  Universal  Cutter  Grinder. —  Press. — Tool  Grinding. — Lathe. 
Centre  Grinder,— Polishing.— Index. 

Deals  practically  with  every  phase  of  his  subject." — honiiiongcr 

"  Eminently  practical  .  .  .  cannot  fail  to  attract  the  notice  of  the  users  of  this  class  of 
Kiachinery,  and  to  meet  with  careful  perusal." — Clum.  Trade  Journal. 


Sixth  Edition.    Folio,  strongly  half-bound,  21s. 

TRAVERSE  TABLES: 

Computed  to  Four  Places  of  Decimals  for  every  Minute 
of  Angle  up  to  100  of  Distance. 

Fop  the  use  of  Surveyors  and  Engineers. 

BY 

RICHARD  LLOYD  GURDEN, 

Authorised  Surveyor  for  the  Governments  of  New  South  Wales  and 

Victoria. 

*,*  Puhlislud  with  the  Concurrence  of  the  Surveyors- General  for  New  South 

Welles  and  Victoria. 

"  Those  who  have  experience  in  exact  Si;RVitv-woKK  will  best  know  how  to  appreciate 
the  enormous  amount  of  labour  represented  by  this  valuable  book.  The  computatons 
enable  the  user  to  ascertain  the  sines  and  cosines  for  a  distance  of  twelve  miles  to  w  thin 
half  an  inch,  and  this  bv  rhferhncb  to  but  Onb  Tablb,  in  place  of  the  usual  Fi  teen 
minute  computations  required.  This  aione  is  evidence  of  the  asvsistance  which  the  Tables 
ensure  to  every  user,  and  as  every  Surveyor  in  active  practice  has  felt  the  want  of  such 
aisistance  fkw  knowing   or   thbir   publication  will  remain  without  thkm." 
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WORKS  BY 

ANDREW  JAMIESON.  M.Inst.C.E..  M.I.E.E.,  F.R.S.E., 

Formerly  Projessor  o/  EUctrical  Engine. rin  i,  The  G/aiiow  and  IVrst  o/  Scotland 

Technical  Co/leye. 


PROFESSOR  JAMIESON'S  ADVANCED  TEXT-BOOKS, 

In  Large  Crown  ^vo.    Fully  Illustrated. 

STEAM  AND  STEAM-ENGINE?,  INCLUDING  TURBINES 

AND  BfjILERS.    For  ihe  Use  of  Stuflcnts  prej^aring  for  Compeiiiive 
Exaniinaiioiis.     VVith  over  700  pp.,  ovei  350  Illusiraiions,  10  Folding 
Plates,  and  very  numerous  hxamiuation  Papc.s.  Fourteenth  Edition. 
Revised  tlirougliout     los.  6d. 
'•I'roiessor  Jamicaon  lascinaics  the  reader  by  his  clearness  of  conception  and 
SIMPLICITV  OP  EXPKSSSION      His  treatment  recalls  the  lecturing  of  V^xiLAAy.  '—Alhenaum. 
"  The  Best  Book  yet  oublished  for  the  use  of  Studeuts." — En^neer. 

MAGNETISM  AND    ELECTRICITY.     For  Advanced  and 

"  Honours"  Students.    Hy  Prol.  Jamieson,  assisted  by  David  Robertson, 
B.Sc  ,  Professor  of  I  lecirical  Engineering  in  the  Merchant  Venturers' 
Technical  College,  Bristol.  [Shortly. 

APPLIED  MECHANICS  &  MECHANICAL  ENGINEERING. 

Vol.  I.— Comprising  Pan  ].,  with  540  y  ages,.  300  Illustration.":,  and 
540  Examination  Ques:ions:  The  ]*riiiciple  of  Work  and  its  applica- 
tions; Part  II.:  Fr  ction  ;  Gearing,  &c.    Fourth  KniTiON.    89.  6d. 

"FuuLV  MAINTAINS  the  reputation  of  the  Author." — 1  r,Ki.  Engii  eer. 

Vol.  II. — Compri.Mng  Parts  III.  to  VI.,  with  608  pages,  371  Illns- 
trations,  and  cupi<  us  Examination  Questions:   Motion  and  Energy; 
Graphic  Statics;   Strength   of  Materials:   Hydraulics  and  flydrauUc 
Machinery.    Fourth  Edition,  Greatly  Enlarged. 
"Well  and  lucidi.v  written." — The  Enntneer 

*»*  Each  0/ the  abo7<e  volumes  is  comfi/ele  tn  i.'self,  and  sold  separately. 

PROFESSOR  JAMIESON'S  INTRODUCTORY  MANUALS 

Crown  Svo,     H^iih  Illustrations  and  Examination  Papers. 

STEAM   AND   THE   STEAM-ENGINE  (Elementary 

Manual  of).   For  First- Year  Students.  Tenth  Edition,  Kevised.  3/6. 

"  Should  be  in  the  hands  of  every  engineering  appreiiiice." — Practical  Enginetr. 

MAGNETISM  AND  ELECTRICITY  (Elementary  Manual 

of).    For  First-Year  Students.    Pifth  Edition.  3/6. 

"A  CAPITAL  TEXT-BOOK  .  .  .  The  diagrams  are  an  Important  feature  " — Schoolmaster. 
"A  THOROUGHLY  TRUSTWORTHY  Text-book     PRACTICAL  and  clear." — Nature. 

APPLIED    MECHANICS   (Elementary  Manual  of). 

Specially    arranged    for    First-Year    Students.        Sixth  Edition, 
Revised  and  Greatly  Enlarged.  3/6. 
"The  work  has  VhKv  high  yUAi.iTiB&,  whicfa  may  be  condensed  into  the  one  won) 
*  CLEAR. ' " — Science  and  A  rt. 


In  Preparation.    300  fa^es.    Cro-.ut  Svo.    Pro/nsely  Illustrated. 

Modern  Electric  Tramway  Traction: 

A  Text-Book  of  Present-Day  Practice. 

the  Use  of  Electrical  Engineering  Stiidcvts  and  Uiose  interested  in  Electric 
'J'rain  '  ission  of  Power. 

By  Pbof.  ANDREW  JAMIESON. 


A  POCKET-BOOK  of  ELECTRICAL  RULES  and  TABLES. 

For  the  Use  of  Electricians  and  Engineers.  By  JoiiN  MirNRO,  C.E., 
and  Prof.' Jamieson.  Potket  Size.  Leather,  8s.  6d.  Seventeenth 
Edition.  [See  p.  49. 
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WORKS  BY 

W.  J.  MACQDORN  RANKINE,  LLD,  F.R.S., 

Late  Regius  Professor  of  dull  Engineering  In  the  University  of  Glasgow. 
THOROUGHLY  REVISED  BY 

W.    J.    MILLAR,  C.E., 

Late  Secretary  to  the  Institute  of  Engineers  and  Shipbuilders  In  Scotland. 


A  MANUAL  OF  APPLIED  MECHANICS : 

Oomprising  the  Principles  of  Statics  and  Cinematics,  and  Theory  of 
Structures,  Mechanism,  and  Machines.  With  Numerous  Diagrams. 
Crown  8vo,  cloth.    Skventeenth  Edition.    128.  6d. 


A  MANUAL  OF  CIVIL  ENGINEERING: 

Comprising  Engineering  Surveys,  Earthwork,  Foundations,  Masonry,  Car- 
pentry, Metal  Work,  Roads,  Railways,  Canals,  Rivers,  Waterworks, 
'   Harbours,  &c.    With  Numerous  Tables  and  Illustrations.    Crown  8vo, 
cloth.    Twenty-Second  Edition.  16s. 


A  MANUAL  OF  MACHINERY  AND  MILLWORK : 

Comprising  the  Geometry,  Motions,  Work,  Strength,  Construction,  and 
Objects  of  Machines,  &c.  Illustrated  with  nearly  300  Woodcuts, 
Crown  8vo,  cloth.    Seventh  Edition.    12s.  6d. 


A  MANUAL  OF  THE  STEAM-ENGINE  AND  OTHER 
PRIME  MOVERS: 

With  a  Section  on  Gas,  Oil,  and  AiR  Engines,  by  Bryan"  Donkin, 
M.lQ8t.C.  E.  With  FoUliQg  Plates  and  Numerous  Illustrations. 
Crown  8vo,  cloth.    FiFrEENra  Edition.    12s.  6d. 
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PROif.  Rankink's  VioKKS— {Continued). 

USEFUL  RULES  AND  TABLES: 

9oT  Architects,  Builders,  Eugineers,  Founders,  Mecliatiics,  Shipbuilders, 
Surveyors,  &c.  With  Appendix  for  the  use  of  Electrical  Enoinkkkm. 
By  Professor  Jamieson,  F.  11. S.E.    Sevkmth  Edition.    lOs.  6d. 

A  MECHANICAL  TEXT-BOOK : 

A.  Practical  and  Simple  Introduction  to  the  Study  of  Mechanics.  By 
Professor  Rankine  and  E.  F.  Bambeb,  C.E,  With  Numerous  Illoa- 
trations.    Crown  8vo,  cloth.    Fifth  Edition.  98. 

The  "Mkghahioal  Text-Book"  teat  daigned  by  Professor  BAimsx  at  cm  bmo- 
Orconos  to  the  nbovt  Seriei  of  Manualt. 


MISCELLANEOUS  SCIENTIFIC  PAPERS. 

Royal  8vo.    Cloth,  Sis.  6d 

Part  I.  Papers  relating  to  Temperature,  Elasticity,  and  Expansion  of 
•^Tapoura,  Liquids,  and  Solids.  Part  II.  Papers  on  Energy  and  its  Trans- 
formations.   Part  III.  Papers  on  Wave-Forms,  Propulsion  of  Vessels,  &o. 

With  Memoir  by  Professor  Tatt,  M.A.  Edited  by  W.  J.  Millab,  C.E. 
With  fine  Portrait  on  Steel,  Plates,  and  Diagrams. 

"  No  more  enduring  Memorial  of  Professor  Rankine  could  be  devised  than  the  publica- 
tion of  these  papers  in  an  accessible  form.    .    .    .    The  Collection  is  most  valuable  oo 
account  of  the  nature  of  his  discoveries,  and  the  beauty  and  completeness  of  his  analysi*. 
.    .    .    Hie  Volume  exceeds  in  importance  any  work  in  the  same  department  piiblisbed 
our  time." — Architect. 


SHELTON-BEY  (W.  Vincent,  Foreman  to  the 

Imperial  Ottoman  Gun  Factories,  Constantinople) : 

THE  MECHANIC'S  GUIDE :  A  Hand-Book  for  Engineers  and 
Artizans.  With  Copious  Tables  and  Valuable  Recipes  for  PractiaJ  U«e, 
Illustrated.    Second  Edition,    Crown  8vo.    Qoth,  7/6, 


lOMDON :  CHARLES  GRIFFIN  &  CO.,  LIMITED,  EXETER  STREET.  STRANa 
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Third  Edition,  Thoroughly  Revised  ani  Enlarged.    U  ith  60  Plales  ana 
Numei'ous  Illustrations.    Handsome  Cloth,  j^s. 

HYDRAULIC  POWER 

AND 

HYDRAULIC  MACHINERY. 

BY 

HENRY  ROBINSON,   M.  Inst.  C.E.,  F.G.S., 

FELLOW  OF  king's  COLLBGB,  LONDON:  PROF    FMPRITUS  Ol"  ClVll  ENGINEERING, 
KINGS  COLLBGR.  RTC.  KTC 

Contents  —Discharge  through  Orifices. — Flow  of  Water  ihrf'iigh  Pipes. — Accumulators. 
—Presses  and  Lifts. — Hoists. — Rams  — Hydraulic  Engine.-.— Punipii  g  iM.giiie-. — Capstans. 
—  Traversers. — Jacks.  —  Weighing  Machines.  —  Kiveiers  and  bh.  vi  'I'do's.  —  Piinchmg, 
Shearing,  and  Flanging  Machines.  —  Cranes.  —  Coal  Dischargu.g  Rlacliiiu?.  —  Drills  and 
Cutlers. — Pile  Drivers,  E.xcavators,  S:c  — Hydraulic  Maihiner\  ^p^Jli<d  10  Ilridges.  Dock 
Gates,  Wheels  .and  Turbines. — Shields.  —  Various  Systems  and  1  ower  Installations  — 
Meiers,  S:c.—  Index. 

"As  a  compendious  guide  to  the  subjects  with  which  it  treats,  'Hydraulic  Power  and 
Hydraulic  Machinery  '  still  stands  without  a  rival." — Heater. 


In  Large  %vo.  Handsome  Cloth.     With  Frontinpiece,  several  Plates, 
and  over  250  Lluntrations.  21s. 

THE  PRINCIPLES  AND  CONSTRUCTION  GF 

PUMPING  MACHINERY 

(STEAM  AND  WATER  PRESSURE). 

Witti  Practical  Illustrations  of  Engines  and  Pumps  applied  to  Mining, 
Town  Water  Supply,  Drainage  of  Lands,  &c.,  also  Economy 
and  Efficiency  Trials  of  Pumping  Machinery. 

By  henry  DAVEY, 

Member  of  the  Institution  of  Civil  Ensineer^,  Memboi-  of  the  luatiLution  of 
Mechanical  Engiueers,  F.G.S.,  cfec. 

Contents  — Early  History  of  Puinping  Engines — Steam  Pumping  Encrines — 
Pumps  and  Pump  Valves— General  Principles  of  Nmi-Rotative  Pumping 
Engines — The  Cornish  Engine,  Simple  and  (Compound— Types  of  Mining 
Engines — Pit  Work — Shaft  Sinking — Hydraulic  Tranainissiou  of  Power  in 
Mines — Valve  Gears  of  Pumping  Enjiine.s — Water  Pressure  Pumping  Engines 
— Water  VV( irks  Engines — Pumping  Engine  Economy  and  Trials  of  Pumping 
Machinery  —  Centrifugal  and  other  Low-Lift  Pumps  —  Hydraidic  Ilams, 
Pumping  Mains,  &c.-  Index. 

"By  tlio  "one  English  EnKineer  who  pnbibly  knows  move  about  Puinping  Machinery 

than  AST  OTIIKIt."    ...    A   volume  KECOROING  THK   RESULTS  OF  LONG  EXPEBIENCE  AND 

axuDV."— T/if  hngiiiee.r. 

'•  Un  loubtodly  THE  bkst  and  most  practical  tubatisb  on  Pumping  Machinery  that  has 
rgs  BEES  PUBLISUEU." — il mi iig  Journal. 
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lt<fifa/l^;Hui\..  Handsome  GlatM, .  With  numernua^  lUuati-atlons  and  Tabif..  -JUt. 

THE  STABILITY  OF  SHIPS. 

BY 

SIR  EDWARD  J.  REED,  K.C.B.,  F.R.S.,  M.P., 

KMIGNT  OF   THE   IMPSKIAL   ORDBR.S   OP   ST.  STANILAUS   Of    RUSSIA  ;   FRANCIS    /OSBFM  0» 
AUSTRIA;    MSDJIDIB   OF   TURKEY;    AND   RISING    SUN    OF    JAPAN;  VICB- 
PRBSIUENT  OF  THE  INSTITUTION  OF  NAVAL  ARCHITKCTS. 

In  order  to  render  the  work  complete  for  t)ie  purposes  ol  the  Shipbuilder,  wktAa  at 
home  or  abroad,  the  Methods  of  Calculation  Intrcdiiced  by  Mr.  F.  KL  Rakmks,  Mr.  Gray, 
M.  Rbech,  M.  Davmard,  and  Mr.  Benjamin,  are  all  given  separately,  illustrated  by 
Tables  and  worked-oul  examples  The  book  contains  more  than  200  Diagrams,  and  u 
illustrated  by  a  large  number  of  actual  ca«es.  derived  from  ships  of  all  dovcnptiotu. 

"  Sir  Edward  Kebds  'Stabilitv  op  chips'  is  invaluahle.  The  Navai.  AKCHtTBCT 
will  find  brought  togetner  and  ready  , tu  his  hand,  a  massoi  information  wtuch  he  would  other- 
wise have  to  seek  in  an  almost  endless  variety  of  publications,  and  some  of  which  he  woold 
possibly  not  be  able  to  obtain  at  ^11  elsewhere." — Stenmiiiit. 


THE  DESIGN  AND  CONSTRUCTION  OF  SHIPS.    By  Tomr- 

;    Harvard  BinrSj  M.Inst.N. A.,  Professor  of  Naval  A rchtieclnrt;  m  the 
University  of  Glasgow.  [/«  J'reparatitm, 


Third  Edition.     Illustrated  with  Plates,  Numerous  Diagrams,  and 

Figures  in  the  Text.    1 8s.  net. 

STEEL  SHIPS; 

THElIR   COirSTRUCTION    AND  MA.INTENANCB. 

A  Manual  for  Shipbuilders,  Ship  Superintendents,  Students, 
and  Marine  Engineers. 

By  THOMAS  WAI.TO.V,  Naval  Architect, 

AUTHOR   OF   "  KNOW   VOUK   OWN  SHIP." 

Contents. — I.  Manufacture  of  Ca.-'t  Tnm.  Wrought  Iron,  an-l  Steel. — Com- 
position of  Iron  and  Steel,  (JnaJity.  Streij^h,  Tents  Sic  II.  C I a.ssifi cation  of 
Steel  Shifia.  III.  Consiileratimis  in  making  choice  of  Type  of  Ves.sel. — Framing 
of  Ships.  IV.  Strains  experienced  by  Ships.  — Metinxls  of  Computing  aad 
Comparing  Strengths  of  Ships.  V.  Con.strnction  of  Ships. — .'Mternutive  Modes 
of  Ci instruction. — 'J'yp^s  "f  Vessels — Turret,  Self  Triiuming.  and  Trunk 
Steamers  &c — Rivets  and  Hiveitiiig,  Workmanship.  VI.  Puinping  Arrange- 
ments. "VII.  Maintenance. —  i'reventiou  of  Deterioration  in  the  Hulls  of 
Ships. — Cement,  Paint,  &c.- In'he.k. 

'  Sii  thoioui;li  and  we  I  wriiten  i-  ev.  ly  chapter  in  the  look  'h«i  ii  i  di.>  pnlttn-elec* 
»ny  of  t'leiii  as  b-ing  woi  thy  of  e.xoei  tioiml  pr .  81.  Alioi:i-th<-r.  ilip  w..rk  U  exce  lent,  and 
will  pruve  of  ltpqI  >u  lie  t"  tlio  e  iot  «hoiii  ii  is  inietided."    7/ir  Kviimeer. 

".Mr  Witlion  hull  «  ritfn  for  tiie  puif  as  on  of  wiimti  he  B  nn  inimPiit.  llist-work 
will  twrfiad  and  appieHiu.  il  no  douAit,  liy  every  M.I.NJL,  iaU  wUh  gieai  benefli  by  Uk«' 
maj  rity  of  Ihevx^'— Journal  of  Ci'mmtrrt. 

UNIF^ORM    WITH    1H£  ABOVE. 

THE  PRINCIPLES  AND  PRACTICE  OF 

DOCK  ENGINEERING. 

By  BRYSSON  CUNNINGHAM,  B.E.,  M.Inst.C.E. 

See  p.  27i 
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GRIFFIN'S   NAUTICAL  SERIES* 

Edited   by    EDW.  BLACKMORE, 
Master  Mariner,  Klrst  Class  Trinity  House  Certificate,  Assoc.  Inst.  N-.-Ac; 
Ahd  Wkxttkn,  uaihlt,  by  Saixors  (or.  SAJOiOBa. 

"This  admirable  series."— faiJTirf««.      "A  very  useful  series."— A'ahtw. 
"The  volumes  of  MiirSRS.  Grikfin's  Nautical  Series  may  well  and  profitably  l>»n 
read  by  ajll  iutwasteil'liiiour  NATKJNAJi.^RtTIMW  vvxxiKXSS  " —M aritie  Eiiyiiiear. 

"'E\'TtiCT  Swir  shmild.  have  the- wmoiiK  Skriks  as  a Hefkrence  Library.  Hakb*' 

80MELY  BODND,  CLEAKIiS-I>RLNTIii>'afl<l  •  Ll.CSTKATlSJ)."— Z,M)e>»>;uoi  JourJi.  (j/  Coimnerce. 

The  British  Morcamito  Marine:  An  Historical  Sketch  of  il»  Rise 
and  Uevelupment.    By  the.Ei'lTou,  Cait.  Blaormork.    38.  6d. 
"Captain  Blac-kninre's  SPLKNUlD  uooK   .    .    .    contains  paragraphs  on  every  point 
of  Interest  to  tlio  Jleiclmiit  M^ruie.   Tiio  24.'»  pntros  oflliis  book  are  tmk  moiw- vauu* 
ABLE  to  the  sea  captain,  that  have  evTtn.  been  fi()MPlLEl>."—jl/ ere/unit  Seroice  Hmieu).- 

Elementary  Seamanship.   %  b  v\  iLswN-BAKitKK,  Master  MAcinBt,, 

f.K.S.E.,  K.R.G.S.    Witli   uiinieronB  Plates,  two  in.  Colours,  anH    ifi-oiii ispifioa. 
TiiiRU  Edition,  Tkor.  uyWy  IteviaeU,  Enlaistd,  and  Ee-sct.    With  adUitional;, 

Illustrations.  Cs.   

"This  ADMIRABLE  MANUAL,  by  Capt.  WllsoN  Barrer,  Of  the  '  WorcesCePj'  Mtassm 

tO-ns  fERFECTLV  DESIOMED."- .<1<A«}U«MJH. 


Know  Your  Own  Ship:  a  simple  iixplanation  of  th«  Stability,  CiOkn 
struction.  Tonnage,  and  fSeeboard  of  dliipi*.  By  I'Hos.  W ALTON,  Naval  Arclkitecli. 
With  numerous  Illustraticjus  and  additional  Chapters  ou  Buoyancy,  Trim,  and 
Calculations.   ElQHTll  Emtion.    78.  (id. 

'Mk.  Walton's  book  will  be  found  very  useful."- i  Ae  Engineer. 


Navieration :  Theoretical  and  Practical     By  u.  Wilson-Baibkbb 

and  William  ALL1N0HA.M.  Second  Edition-,  iicvised.  3».  6d.  i   

"Precisely  the  kind  of  work  reiiuned  tor  ilie  New  Certificates  of  competency. 
Candidates  will  find  It  invaluable."— 2>>(n(i!«  Adnertiser. 


Marine  Meteorology  :  For  OHioeib  ot  the  Merchant  Navy,  By 
V\.ILLIAM  Allin  .liiAiM,  Ki'-st  Class  Honours,  Navigation,  Science  and  ArtDepartmentu. 
With  Illustrations,  Alaps,  and  Uiagrama,  and  jauniiiiile  reproduction  of  log  pagei 
7s.  6d. 

"Quite  the  best  publication  on  this  subject." — Shipping  Gazette. 


Latitude  and  Longitude :  How  to  And  them.   By  W,  J,.  Millai^.. 

C.E.   Second  Edition,  Kevise  i.  za. 

"  Cannot  but  prove  an  acquisition  to  those  studying  Navigation." — 3larine  Unjineer,. 


Practicad   Mechanics  :   Applied  to  the  requirementa  of  the  Sailor^ 

By  Thos.  ilACKENZiK,  .Master  Mai-iner,  F.R.A.S.  Skcond  Edition,  Revised.  3s.  6d.. 
"  W KLL  worth  the  money  .    .    .  EXCKEDI.NOLY  HKLHKUL." — 'kifjpiltii  n  oHd. 


Trigonometry:  For  the  Young  hajloi,  &c  By  Hicii.  C.  BrcK,  of  the- 
Thames  Nautical  Training  College,  11. M.S.  "  Worcester."  SECOND  Edition,  Revised- 
Price  3s.  bd.  , 

"  This  KUINENtTLY  PRACTICALiand  reliable  volume  "—.ScAooijnagteA 


Practical  Algebra.    By  Kiuu.  (J.  Buck..    Compauion  Volume  to 
above,  for  S^iilors  and  othei's.    Price  38.  6(1. 

"  It  is  J  UST  tuk  book  for  tile  young  sailor  mlndfiil  of  progress.  — Na/xtioai  ilofjaeiita^ 


The  Legal  Duties  of  Shipmasters    By  Bicnm>ict  Wm.  niNSBURo, 

il.A.,  LL.n..  of  tlie  Im'er  Temple  and  iVori.hern  Cinciiil :  Barrister-at-Law.  SECOND 
;  Edition,  Tliorougl)Jy  Revised  auU  £nlfli:g  ,d..  Hrict  ts.  6d. 
"  Invaluable  to  masters.   .   .   .    We  can  fuilyreooniwendit.!'— <SAtc^tttv  CoMtta.. 


A  Medical  and  Surgical  Help  for  Shipmasters.   Including  First 

Aid  at  .lea.    By  Wm.  Johnson  S.mith,  K. K.C.->.,  I'rincipal  Medical  Ultlcer,  Seamen's 
ilospital,  Greenwicli.   Second  Edition,  Thorougitly  Rieviged.  6s., 
"Sound,  judicious,  really  helpful.  "—7 a«  Lancet. 
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GRIFFIN'S  NAUTICAL  SERIES. 


Introductory  Volume.    Price  Ss.  6d. 
THE 

British  Mercantile  Marine. 

By  EDWAKD  BLACKMORE, 

MASTRR  MARINER;  ASSOCIATE  OF  THE  INSTITUTION  OP  NAVAL  ARCHITECTS! 
MEMBER  OF  THE  INSTITUTION  OF  BNGINBPRS  ANIl  SHIPBUILDERS 
IN  SCOTLAND;  EDITOR  OF  GRIFFIN'S  "NAUTICAL  SERIES." 

Genkral  Contknts.— Histohical  :  From  Early  Times  to  1486— Pn^rewi 
Onder  Ht-nry  VITT.  — To  Death  of  Mary— During  Elizalieth's  Keign— Up  to 
the  Keign  of  William  III.— The  18th  and  lytn  Centuries— Institution  ot 
Examinations  —  Hise  and  Progress  of  Stenm  Propulsion  —  Development  of 
Fpee  Trade- Shii.j.ing  Legislation,  1862  to  1875— *' l,o(  ksley  Hftll"  Caae— 
Shipmasters'  Societies— Loading  of  Ships — Shipjiing  Legislation,  1884  to  1894: — 
Statistics  of  Shipping.  The  Personnel:  Shipowners- Officers— Mariners-^ 
Duties  and  IVeseut  T'osition.  EnucATiON  :  A  Seaman's  Education:  what  it 
ahould  he— PreHeiit  Means  of  Education— H ints.  Discipline  and  Duty — 
Postscript  -  The  Serious  Decrease  in  the  Number  of  British  Seamen,  a  Matter 
demanding  the  Attention  of  the  Kation. 

"  Intbhkstino  and  Instructive  .  .  .  may  be  read  with  promt  and  bsjotbkst."— 
GlasgovB  llemld. 

'•  Evhry  bra'CH  of  the  subject  is  dealt  with  in  a  way  which  shows  that  the  writer 
•knows  the  rop  s"  SB,itdHa,T)y."  —ucotman. 

"This  ADMihABLE  book  .  .  .  TBEMS  with  Qseful  information— Should  be  in  the 
hands  of  every  aailoi."— Western  Morning  Nem. 


Third  El)iTio>f,  Thnroughly  Eevised,  E'lilarged,  and  Re-set. 
Witib  Additional  Illustrations.    Pria  Gs. 

ELEMENTARY  SEAMANSHIP. 

BT 

D.  WILSON-BARK KR,  Master  Mariner  ;  F.R.S.  E.,  P.R.G.S.,  &o.,  4o. 

YOONOBR  BROTHER  OF  THE  TRINITy  HOUSE. 

With  Frontispiece,  Numerous  Plates  (Two  in  Colours),  and  Ulnstrationa 

in  the  Text. 

General  Contents.— The  Budding  of  a  Ship:  Parts  of  Hull  Masts, 
jfcc— Ropes,  Knots,  Splicing.  &c.  —  Gear,  Leafl  and  Log,  &c.  —  Rigging, 
Anchors  — Saihnaking— The  -ails,  &c  —  Handling  of  Boats  under  Sail — 
Signals  and  Signulling- Rnle  of  the  Road— Keeping  and  Relieving  Watih— 
Points  of  Etiquette-  (ilossaiy  of  Sea  Terms  and  Phrases — Index. 

Tin-  volume  containR  the  kew  bulks  of  the  road. 

"This  AmiiRABi.E  nuNc^i..  by  Oapt.  Wilsok-Baubeb  of  the  •  VVMroo^ter,'  seeins  to  ns 
PERKKCTLT  DKHiONKt>  ami  h.  Iils  its  pl.ice  exeellemly  in  'GBiFriN'a  NAtTto*L  .Sebikr  ■  •  • 
Although  iniendoii  for  those  »ho  are  to  become  OfiBcersof  the  Merchant  Navy,  it  will  be 
found  useful  by  all  tag  itsmen."— .i4(A«iiB«m. 

For  complete  List  of  Griffin's  NAtmoAL  Series,  see  p  39. 
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GRIFFIN'S  NAUTICAL  SERIES. 

Second  Edition,  Eevi-ed  and  Illustrated.    Price  3s.  6d. 

lif  A  V I  Q  A  T  I  O  N  : 

By  DAVID  WILSON-BARKER,  R.N.R.,  F.R.S.E.,  &c.,  io., 

AND 

WILLIAM  ALLTNGHAM, 

FIKST-OLASS  HONOURS,  NAVIGATION,  SCIENCE  AND  ART  DKHARTMBNT. 

Tnnitb  ■numerous  illustrations  an5  jEsanitnatton  duestlons. 

General  Contents.— Definitions— Latitude  and  Longitude— Instnnnents 
of  Navigation— Correction  of  Courses— Plane  Sailing— 'J'ravei  se  Sailing  -  Da/B 
Work  —  Parallel  Sailing—  ISliddle  Latitude  Siiliug  —  Merciiti)r"«  Chart- 
Mercator  Sailing— Current  Sailing— Position  by  Beariugn— <;r<-at  Circle  Sailing 
—The  Tides— Questions— Appendix:  Compass  Error— Numerous  Useful  Hints, 
&c. — Index. 

"  PuKCisELT  the  bind  of  work  required  for  the  New  Cert  floates  of  competency  in  prades. 
from  Second  Mate  to  extra  Master.    .   .   .    CaudiUatoB  will  flml  it  fNVALU.\BLB.  -/>i«nt<«- 

^dwr^Sfr^^^^^^  ^^^^^  ^^^^  epecially  adapted  to  the  New  Examinations.  The 

ABthOFB  are  Oaht  Wilson-Barker  (Captuiti-Superiniendent  of  th-  Nautical  (ullepe  H.M.ii 
'Worcester,"  who  has  had  great  i-3!pnrience  iu  the  higliei-t  priibleniH  of  Knv  piilion),  ana 
Mb.  Allinghau,  a  well-known  writer  on  the  Science  of  Navigation  iind  Nautical  Aotronomy. 
— Shipping  World. 


Handsome  Cloth.    Fully  Illustrated.    Pric  7s.  6d. 

MARINE  METEOROLOGY, 

FOR  OFFICERS  OF  THE  MERCHANT  NAVY. 
By  WILLIAM  ALLINGHAM, 

Joint  Author  of  "Navigation,  Theoretical  and  Practical." 

With  numerous  Plates,  Maps,  Diagrams,  and  Illustrations,  and  a  facsimile 
Reproduction  of  a  Page  from  an  actual  Meteorological  Log-Book. 

SUMMARY  OF  CONTENTS. 

INTKODUCTOKY.— Instnimcnts  Used  at  Sea  for  MctfOiologicnl  Purposes.— Meteoro- 
lOKlcal  Log-Books.— Atmospheric  Pressiue.— Air  I'cniiierHtiires.-Sea  Tcmperaliiree.-- 
Wlnds  —Wind  Jforce  Srales.— Uistoiy  of  the  Law  of  StoiniB.-Hurn  niies,  Seasons,  and 
Storm  Tracks.— Solution  of  the  Cyclone  Problem. -Ocean  (;iirrcntR.-]cchevgB.— Syn- 
chronous  Charts.— Dew,  Jlists,  Fogs,  and  Haze.— Clo\uls.— naln.  Snow,  and  Hail.— 
Mirage,  Rainbows,  Coronas,  Dales,  and  Metoora.— Lightning,  Corposants,  and  Auroi-as,— 
QUESTIONS.— Appendix.— Index. 

'Quite  tlic  iiF.ST  jiubliratiou,  AUD  ccrtiinly  tl)«  most  iNTKnESTiKG,  on  this  subject  ever 
presentvd  to  Nautical  raen."-«Aij>pini/  OazelU. 

For  Complete  List  of  Gkiffin's  Nautical  Series,  see  p.  39. 
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GRIFFINS  NAUTICAL  SERIES. 

Sboond  Edition,  Hkviskd.    With  Numerous  lUusiradcms.    Price  38.  6d. 

Practical  Mechanics: 

Applied  to  the  Bequirement  ^  i  f  ttie  Sailor. 
By  THOS.  MACKENZIE, 

UiuUr  Uarimr,  F.H.A.S. 

Obsteral  Contents.— Eesolution  and  CojiipoBition  of  Forces— Work  done 
by  Machines  and  Living  Agents— The  Mechanical  Powers:  The  Lever; 
Derricks  as  Bent  Levers— The  W  heel  and.  Axle:  VVindlasH  ;  Ship's  Capstan  ; 
Oab  Winch— 'J'ackles  :  the  "Old  Man"— 'J  he  Inclined  I'lane  ;  ue  .Screw— 
The  Centre  of  Gravity  of  a  Ship  and  Cargo-  l.'elative  Strength  of  Kope  : 
Steel  Wire,  Manilla,  Hemp,  Coir— Derricks  and  Shears-  Calculation  of  the 
Cross  breaking  Strain  of  Fir  Spar— Centre  of  Kffort  c^f  .Sails— Hydrostatics : 
(she  Diving-bell ;  Stability  of  Floating  F.odies  ;  the  .Shi[>'s  Pjirop.  Ac. 

"'This  EXCELLENT  BOOK  ,  .  .  contains  a  LARGE  AMOUAT  of  information." 
— ^Nature. 

"*'  Well  woeth  the  money  .  .  .  will  be  found  iicEEDiNGLr  hblffdl."— 
"Shipping  World. 

'  No  Ships'  Officers'  bookcase  will  henceforth  be  comr>lete  without 
Captain  Mackenzie's  '  Practical  Mbohanicb.'   N.)twith.standiug  ray  many 

! 'ears'  experience  at  sea,  it  has  tt.ld  me  how  vivcli  more  tkert  w  to  aajvire." — 
Letter  to  the  Publishers  from  a  Master  Mariner) 

"  I  must  express  my  thanks  to  you  for  tlie  labour  and  care  you  have  taken 
in  ' Practical  Mechanics.'  ...  It  is  a  lifk's  expkrience.  .  .  . 
What  an  amount  we  frequently  see  wasted  by  rigging  purchases  without  reason 
and  accidents  to  spars,  ic,  &c. !  'Practical  SJkcha.sics'  woolu  »aVE  au. 
THIS." — (Letter  to  the  Author  from  another  Master  Mariner). 


WORKS  BY  RICHARD  C.  BUCK, 

of  the  Thames  Nautical  Trainiuf?     liege,  H.M  S,  '  Worcester.' 

A  Manual  of  Trig-onometry : 

With.  Diagrams,  Examples,  and  Exercises.   Pricj  3s.  6d. 

Second  Edition,  Eevised  and  Corrected. 

*»*  Mr.  Buck's  Text-Book  has  been  specially  prepared  with  a  view 
to  the  New  Examinations  of  the  Board  of  Tfade,  in  which  Trigonometry 
is  an  obligatory  subject. 

■  "This  KMiNfiNTLT  PRACTICAL  and  RELIABLE  voi.CMB." — SchoolmaHer. 

A  Manual  of  Algebra. 

Oeaigned  to  meet  the  Requirements  of  Sailors  and  others.    Price  Ss.  6d. 

.%*  These  elementary  works  on  aLOSBRA  and  trioonomktrt  are  written  sp<-cially  for 
1  those  who  will  have  little  opporiunitv  tf  o  msuJiing  a  Tc-aclier.  '  Tuey  are  books  for  "  ssi  y- 
KEEP."  All  but  the  simplest  explanations  liavp.  thoreiore,  been  avoi.deil,  and  answers,  W 
'the  Exercises  are  given.  Any  person  may  readily!  by  careful  study,  become  master  of  their 
contents,  and  thus  lay  the  fomdation  for  a  further  miithonuitical  cotirRe.  if  desired.  It  1» 
hoped  that  to  the  youngor  Officers  of  our  Mercaiiiilp  Marine  tli<»y  wiM  be  found  deciderf'y 
serviceable.  The  Examples  and  Exercises  are  taken  froui  the  Examination  Papers  settn 
the  Oad'etB  of  the  "  Worcester."     r  -  • 

"Clearly  arranged,  and  well  got  up.       .       A  'flrst-rate  Elementary  Algebra. 
Jfaulical  Magazine. 

♦.♦■For  complete  f.ifit  nf  ORivtrs's  NAt-TiOAt-  ''rrirr  see'p 
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ORIFFTN'g  NATTTinAL 

Sj§X50iiD  KpiTioN,  Thoroughly  ilevised  and  Extended,    in  Crown-8vo. 
Handsome  Cloth.    Pi  ice  4a.  6d. 

THE  LEGAL  DUTIES  OF  SHIPMASTERS. 

BY 

BENEDICT  WM.  GTNSBURG,  M.A.,  LL.D.  (Cantab.), 

Of  the  Inner  Temple  and  Northern  Circuit ;  Barrister-at-Law. 

General  Contents.— The  Quallfloation  for  the  Position  of  Shipmaster— The  Con- 
. tract  with  the  Shipowner— The  .Master's  Duty  in  respect  of  the  Crew:  Engagement ; 
Apprentices;  Discipline;  Provisions,  Accomniodalion,  and  Medical  Comforts, ;  Payment 
of  Wages  and  Discharge— The  Master's  Duty  in  respect  of  the  I'assengers— The  Master's 
Financial  Responsibilities— The  Jlaster's  Duty  iu  respect  of  the  Cargo— The  Master'* 
Duty  in  Case  of  Casualty— The  Master's  Duty  to  certain  Public  Authorities- The 
Master's  Duty  in  relation  to  Pilots,  Signals,  Flags,  and  Liglit  Dues— The  Master's  Duty 
upon  Arrival  at  the  Port  of  Discharge — Appendices  relative  to  certain  Legal  Matters : 
Board  of  Trade  Certificates,  Dietary  Scales,  Stowage  of  Grain  Cargoes,  Load  Line  KegulA- 
lions.  Life-saving  Appliances,  Carriage  of  Cattle  at  Sea,  <fcc.,  &c. — Copious  Index. 

"No  IntelllKent  Mcister  .should  fail  to  add'tlils  to  his  list  of  necessary  books.  A  few  lines 
of  It  may  save  a  lawtkrs  ms,  bssides  endless  wor&x."  —Liverpool  Journal  of  Commeree, 

"Sensible,  plainly  written,  in  cleak  and  non-tbcunical  iANOOAGE,  and  will  be  found  of 
XCCE  8EKV1CK  by  the  Shipmaster." — British  Trade  Review. 


Second  Edition,  Revised.:   With  Diagrams.    Pnice  2b. 

Latitude  and  Longitude: 

SCoiar  to   Find  tliexxx. 

By  W.  J.  MILLAE,  C.E., 

Late  Secretary  to  the  Inst,  of  Engineers  and  Shipbuilders  in  Scotland. 

"  Concisely  and  cleaely  wbitten  .  .  .  cannot  but  prove  an  acquisition 
to  those  studying  Navigation." — Marine  Engineer, 

"  Young  Seamen  will  find  it  handt  and  useful,  simple  and  OLBAK."— '^Ae 
Engineer.   


FIRST  AID  AT  SEA. 

.SicooND  Edition,  Revised.   With  Coloured  Plates  and  Numerous  Illustra- 
tions, and  comprising  the  latest  Regulations  Respecting  the  Carriage 
of  Medical  Stores  on  Board  Ship.    Price  6s. 

A  MEDICAL  AND  SURGICAL  HELP 

FOR  SHIPMASTERS  AND  OFFICERS 
IN  THE  MERCHANT  NAVY. 

BY 

WM.     JOHNSON    SMITH,  F.KO.S., 

Principal  Medical  Officer,  Seamen's  Hospital,  Greenwich. 
The  attention  of  all  interested  in  our  Merchant  Navy  is  requested  to  this  exceedicf^ly 
aaeful  and  valuable  work.    It  is  needless  to  say  that  it  is  the  outcome  of  many  years 
feaotioal  ExrBi;iKSCE  amongst  Seamen. 
"SocMO,  JODictous,  EEAtLT  HELpjfUL." — The  Lancct. 

*,*  yoT  Complete  List  of  Gbipfin's  NAiiTJ04)j  a(KB.iBa.;8ee>p.  89.; , 
LONDON:  CHARLES  GRIFFIN  &  CO.,  LIMITED,  EXETER  STREET,  STRAND. 
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CHAHLKS  GRIFFIN  <k  GO.' 8  PUBLICATIONS. 


GRIFFIN'S  NAUTICAL  SERIES. 

Eighth  Kdition.     Reviiied,  with  ChojUers  on  Trim,  Buoyancy, 
and  Culcututiotis.    Nvmerous  1  UuHtrationa.  Handsome 
Cloth,  Crown  8vo.   Price  la,  6d. 

KNOW  YOUB  OWH  SHIP. 

By  THOMAS  WALTON,  Naval  Architect. 

8PB0IALLY   ARRANGED   TO   SUIT   THB  REQUIREMENTS  OF  SHIPS'  OFFIOEBS, 
SHIPOWNERS,  SDPKKINTKNDENT8,  DRAUGHTSMEN,  ENGINEERS, 
AND  OTHERS. 

This  work  explains,  in  a  simple  manner,  such  important 
subjects  as : — 


Displacement, 

Deadweight, 

Tonnage, 

Freeboard, 

Momeats, 

Buoyancy, 

Strain, 

Struciure, 


Stability, 
Rolling, 
Ballasting, 
Loading, 
Shifting  Cargoes, 
Admission  of  Water, 
Sail  Area, 
&c.,  &c. 


"  The  little  book  will  be  found  exceedingly  handy  by  most  oflBcers  aiifJ 
officials  connected  with  sliippiug.  .  .  .  Mr.  Walton's  work  will  obtain 
CASTING  aucoES.s,  because  of  its  unique  fitness  for  those  for  whom  it  has  been 
written. " — ^hijjpiny  World. 

"  An  EXCELLENT  woHK.  full  of  Bolid  instruction  and  INVALUABLE  to  every 
officer  of  the  Mei'cantile  Marine  wh<i  has  Lis  profession  at  heart." — Shipping. 

"  Not  one  of  the  242  pages  could  well  lie  (ipared.  It  will  admirably  fulfil  ite 
purpose  .  .  ,  useful  to  ship  owners,  ship  superintendents,  ship  draughts- 
men, and  all  interested  in  shipping." — Lirerf/ool  Journal  of  Commerce. 

"A  mass  of  vert  usefiil  information,  accompanied  by  diagrams  andilhi»- 
fcratious,  is  given  in  a  coujiiact  form." — Fairpiay. 

"  We  have  found  no  one  statement  tliat  we  could  have  wished  differently 
expressed.  'I'he  matter  has,  bo  far  as  clearness  allows,  been  admirably  con- 
densed, and  is  simple  enough  to  be  understood  by  every  seaman." — Marinr 
Engineer. 

BY  THE   SAmg  AUTHOR. 

Steel  Ships:  Their  tonstructio]  and  Maintenance. 

(See  page  38.) 
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FiFTEKSTH  Edition,  Thorowjldy  Jii-viscd,  Greatly  Nnlar./ed,  anil  Nesei 
Thruwjhout.     Large  8fo,  Cloth,    -pp.  i-.\xiv  +  708.  '  With  280 
Illustrations,  rtihiced  Jrom  ^\'orkii,ri  Drawimjs,  and 
8  Pudes.    21s.  net'. 

A  MAN  UAL  OP 

MARINE  ENGINEERING: 

COMPRISING  THE  DESIGNING,  CONSTRUCTION,  AND 
WORKING  OF  MARINE  MACHINKRY. 

By  A.  E.  S  E  A  T  0  N,  M.  Inst.  C.  E.,  M.  Inst.  Meeh.  E., 

M.Inst.N.A. 


General  Contents. —Paut  I.— Prindplea  of  Marine  Propulsion, 
Part  il.  —  Principles  of  Steam  Engineering.  Part  III.— Details  of 
Marine  Engines :  Design  and  C;ilciiIations  for  Cylinders,  Pistons,  Valves, 
Expansion  Valves.  &o.  Part  IV\  -  Propellers.  I'akt  V.— Boilers, 
Pakt  IV. — Miscellaneous. 

*,*  This  Edition  includes  a  Chapter  on  Wateii-Tubb  Boilrhs.  with  Illustra- 
tions of  the  leading  Types  and  the  Revised  Rules  of  the  Bureau  rtrlUts. 

"  In  the  three-fold  capacity  of  enabling  a  Student  to  learn  how  to  desiRii,  oonstnict, 
aod  work  a  Marine  Steam-Engine.  Mr.  Seaton's  Alanual  has  no  rival."— 2i»rr?*. 

"By  far  the  BEST  Manual  in  existence.  .  .  .  Gives  a  couiplfie  account  of  the 
methods  of  solving,  with  the  utmost  possible  economy,  the  problems  before  the  Marine 
Kngiaeer."—  Al/ifnceum. 

"The  Student,  Draughtsman,  and  Engineer  will  find  this  work  the  most  valuable 
Handbook  of  Reference  on  the  Marine  Engine  now  in  existence."— i/ur/»e  Enjflneer 


Eighth  Edition,  Thoroughly  Revised.    Pocket-Size,  Leather.    8s.  6d. 
A  POCKET-BOOK  OF 

MARINE  ENGINEERING  RDLES  AND  TABLES, 

FOR  TllK  D.SE  OF 

Harine  Engrineers,  Naval  Arehiteets,  Designers,  Draughtsmen, 
Superintendents  and  Others. 

BY 

A.  E.  SEATON,  M.LO.E.,  M.I.Mech.E.,  M.I.N.A., 

AND 

H.  M.  ROUNTHWAITE,  M.I.Mech.E.,  M.I.N.A. 

"Admirably  fulfils  its  purpose." — Marine  Enginttr. 


By    B.  CUNNINGHAM. 

DOCKS:  THEIR  CONSTRUCTION  &  MAINTENANCE. 

(See  page  27.) 
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WORKS  BY  PROF.  ROBERT  H.  SMITH,  Assoc.M.I.C.E., 

M.I  M.E.,  M.1..K1.1':.,  M.l.MiD.K..  Whli.  8uU.,  fid.Ord.UeijL 

THE    CALCULUS    FOR  ENGINEERS 
AND  PHYSICISTS, 
Applied  to  Technical  Problems. 

WITH  EXTENSIVE 

CIiASSIFIED  REFERENCF.  LIST  OF  mTEGBAXiS. 

By  PHOF.  ROBEirr  II.  SMITH. 

ASSISTKD 

R.   F.  MUIRHKAD,  M.A.,  B.Sa, 

Formerly  Clark  Fellow  of  Ulaugow  Uoiieniicy,  and  Lecturer  on  Mathematios  at 

Manon  Collt  jje 

In  Crown  8yo,  extra,  with  DiatirainH  and  Fo/>Hinff- Plate.    8e.  6d. 

"  Peof.  R.  II.  Sijith'8  I'dok  «  l  e  Bervictanle  iii  n-iirleriiiK  a  hard  road  a8^8T  as  PB^cnc- 
itBlJ!  for  the  uoD-mattieiiiatical  Student  uiid  Kiiiiiiiecr.  '— ^df/irturum. 

""Interesting diHifraiiis,  willi  i  raclicHl  lrliisii«iii  i.koI  m<iii«'  (icrurrenee,  aretobefonnd  hcra 
tn  abundance.  Thr  vkbt  cosipiistk  ci.assiukh  BEFl•a^^■Cl•  iaklk  will  prove  vei;  naefal  in 
•aving  the  time  ol  tUose  who  want  an  integrai  in  a  liuri^y." — The  Jitii/ittttr. 


MEASUREMENT  CONVERSIONS 

(English   and   French) : 
28  GRAPHIC  TABLES  OR  DIAGRAMS. 
Showing  at  a  glance  the  Mdtdal  Conveksion  of  MKAScrKKMSNTs 

in  DlFFEBEKT  UnITS 

Of  Lengths,  Areas.  Volumes,  Weights,  Stresses,  Densities,  QuantltlsB 
of  Work,  Horse  Powers,  Temperatures,  &c. 
For  the  use  of  Engineers,  Surveyors,  Architects,  nnd  Contractors. 
In  4to,  Boards.     7s.  6d. 


*»*  Prof.  Smith's  Conversion-Tables  form  the  most  unique  and  com- 
prehensive  collection  ever  placed  before  the  profession.  By  their  use  much 
time  and  labour  will  be  saved,  and  the  chances  of  error  in  calculation 
diminished.  It  is  believed  that  henceforth  no  Engineer's  Office  will  be 
considered  complete  without  them. 

"The  work  is  invaldablb. "—CoiiKrn  Guardian. 

"Ou^t  to  be  in  evert  dffice  where  even  occasional  cnnversionB  are  required.  .  .  .  FroL 
Smith's  Tables  form  very  bxckilbnt  checks  on  rK*ii\tA."—t:lectrical  Heviao. 

"Prof.  Smith  deserves  the  hearty  thanks,  not  onlj  -of  the  GNOtNEEB,  but  of  the  CoyvKBOAl 
'WosirD,  for  having  smoothed  the  way  for  ilie  AUorTiov  of  the  Metbjc  vvstku  or-MB&s6iLmai)T, 
a  Bcbject  which  is  now  assuining  great  inipurtance  aa  a  factor  in  maintaining  onr  hold  upon 
vouiioti  iajLX>».''—Tlu  Machlmry  Market. 
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Skcoxd  Edition  in  Preparatiou.  lu  Large  8vo.  Handsome  Cloth.  lOs.  6d. 

CHEMISTRY  FOR  ENGINEERS. 


BV 


BERTRAM  BLOUNT,     amd         A.  G.  BLOXAM, 

F.I.C,  F.C.S.,  A.I.C.E..  Fir  FPH 

Consulting  Ol.ei..l».  t,.  tl,e  Crown  Agents  for  Con«nltin?  Cheinist.'  I  leu.l  .'f  the  Chemhtry 

tUe  Oo.omea.  UepaitmmJt,  (ioldsiuithB'  liml., 

New  Ori)88. 

GENERAL  CONTESTTS.— Introduction- Chemistry  of  the  Chief  Matprfala 
or  Construction— Sources  of  Energy-Chetnlstry  of  steam  raising -Chemls- 
nj  of  Lubrication  and  Lubricants- Metallurgical  Processes  used  in  tlie 
winning  and  Manufacture  of  Metals. 

"The  authors  have  bdcckbdkd  beyond  all  esppcrHtlon,  anrt  hnve  prodnced  a  wotk  which 
FHE-H  iMWER  to  ihu  Eu^ilnewr  and  MMnufHOtiirHr  "—The  Tniies 
hnt  t„  i?v^?'^oioo''*"'?M°"'"'"'   •  •  •   a"  ADMiRABi.R  TKXT-BOdK,  UReful  hot  Only  to  Student*. 

SeO<»»Ila«  "  WOKKS  lU  PKBVBNTINO  WASTB  and  IMPROVIBO  PKOCBbBKE.  '— 

^""^  ""rthy  to  take  HIGH  hank    .    .    .    tre«tmeiit  of  the  sui.ject  of  OAeEons  FrBL 
^Icular  y  go...!.  .    Watkb  oAa  and  Its  pn-hicilon  clearly  worked  oat.    .    .  We 

WARMLT  ajicoiiimM)  the  work.  W<«tr7-ai  or(J(M  y(//irt7wj 

For  Companion  Volume  by  the  same  Authors,  see  "CHEMiSTflY 
FOR  MANUFACTURKas,"  p.  71  General  Catalogue. 

Pfloket  Size,  Leather  Limp,  with  Gilt  Edges  and  Rounded  Corners,  printed  on  Speci.-il 
Thui  Paper,  with  Illustrations,  pp.  I.— Xll.  +         Price  18s.  net. 

(THE    NEW  "NYSTROM") 

THE  MECHANICAL  ENGINEER'S  REFERENCE  BOOK 

A  Handbook  oj  T ahle.^,  Fm-mulaa  and  Methods  for  Engineers, 
Students  and  DratiglUbmin. 

By  henry  HARRISON  SXJPLEE,  B.Sc,  KM. 

Tubtes,  Formulns,  and  Ke'erenoe  Data  for  Mechanical  Eng:Ti"ers.  con  prisins  machine 
jlesiga  and  iuform  itiou  rdlauug  to  tlio  drawing'  ofiico  and  .the  de'-iguiiig  department: 
intenJcii  im  a  Kiici'e.i^or  to  the  weil-knowii  Pooket-Uook  writlea  many  years  u^o  by  tho 
late  John  W.  Ni  stroii.— /'«6  ifhn  s'  ,\ni.e. 
"The  work  <;honld  prove  exceedingly  useM  not  only  to  Students  Tjut  to  Practical 
Kngincers  as  well." — Rainuays. 


Works  by  WALTER  R.  BROWNE,  M.A.,  M.Inst.C.E., 

Late  Fellow  of  Trinity  College,  Cambridge. 

THE    STUDEN  T'S    M  E  C  H  A  N'  I  C  S  : 
An  Introduction  to  the  Study  of  Force  and  Motion. 

With  Diagrams.    Crown  8vo.    Cloth,  4s.  6d. 

"  Clear  In  style  and  practical  in  method,  'Thb  Studknt's  Mechanics'  is  cordially  to  be 
wommended  from  all  points  of  vicvi."—Atheiueum. 

F  O  U  N  D  A  T  I  O  N  S   O  F  MECHANICS. 

Papers  reprinted  from  the  Engineer.    In  Crown  8vo,  is. 
Demy  8vo,  with  Numerous  Illustrations,  9s. 

FUEL   AND  W  ATE  R  : 
A  Manual  for  Users  of  Steam  and  Water. 

By  Prof.   FRANZ  SCHWACKHOFER  of  Vienna,  and 
•      WALTER  "R.  BROWNE,  M.A.,  C.E.  ' 

Grnbral  Conthnts.— Heat  and  Combustion — Fuel,  Varieties  of— Firing  Arrange- 
ments :  Furnace,  Flues,  Chimney  —  The  Boiler,  Choice  of — Varieties — Feed-water 
Heaters— Steam  Pipes-;- Water :  Composition,  Purification— Prevention  of  Scale,  &c.,  S:c. 

"The  Section  on  Heat  is  one  of  the- best  and  most  lucid  ever  written." — Engineer. 

"  Ganaot  fail' to  be  valuable  to  thousands  using  steam' power." — Raiiway  Enginttr. 
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Skcond  Edition,  Revised  and  Enlarged. 

With  Tables,  Illustrations  in  the  Text,  and  37  Lithographic  Plates.  Medium 
8vo.    Handsome  Cloth.  30s. 

SEWAGE  DISPOSAL  WORKS: 

A  Guide  to  the  Construction  of  Works  for  the  Prevention  of  the 
Pollution  by  Sewage  ot  Rivers  and  Estuaries. 

By  W.  SANTO  CRIMP,  M.Inst.C.K,  F.G.S., 

Late  Assistant-Engineer,  London  County  CoundL 


PART  I. — Introductory.    PART  II. — Sewage  Disposal  Works  in 
Operation — Thkir  Construction,  Maintenance,  and  Cost. 

%*  From  the  fact  of  the  Author's  having,  for  some  years,  had  charge  of  the  Main 
Drainage  Works  of  the  Northern  Section  of  the  Metropolis,  the  chapter  on  London  will  be 
found  to  contain  many  important  details  which  would  not  otherwise  nave  been  a\-ailablc. 

"  All  persons  interested  in  Sanitary  Science  owe  a  debt  of  gratitude  to  Mr.  Crimp.  .  .  . 
His  work  will  be  especially  useful  to  Sanitaky  Authokities  and  their  advisers   .    .  . 

mlNBNTI.V  PRACTICAL  AND  USBFUL." —Z.a««< 

"Probably  the  most  complktb  and  bkst trkatisk  on  the  subject  which  has  appeared 
in  our  lan^age  .  .  Will  prove  of  the  greatest  use  to  all  who  have  the  problem  ot 
Sewage  Disposal  to  fa.cc."— Edinburgh  Medical  /oumal. 


Beautifully  Illus'rated,  with  Numerovs  Plates,  Diagrams,  and 
Fi'jures  in  the  Text.    21k.  net. 

TRADES'  WASTE: 

ITS  TREATMENT  AND  UTILISATION. 

A  Handbook  for  Borough  Engineers,  Surveyors,  Architects,  ard  Araljsts. 

By   W.    NAYLOR,   F.C.S.,   A.M. Inst.C.E., 

Chief  Inspector  of  Rivers,  Kibble  Joint  Conmittee. 

Contents.— I.  Introdtiction.— II.  Chemical  Engineering.— III.— "Wool  De-greaslng 
andOruiiselteeoveiy.— IV.  Textile  Jndustrits:  Calii  oBleirdiii  g  and  Dyt-iiip.— V.  1  yeing 
and  Calico-l'riiiting.- VI.  Tiiiiuing  and  Fellmoiigeiy.— VII.  Brevny  and  Distillety 
Waste.— VIII.  Paper  Mill  Refuse.— IX.  General  liadi  .-'  Wnste.— IM)EX. 

"Tliero  is  pDbably  no  person  in  England  to-day  bPtKM-  fltiert  to  deal  rationally  with 
such  a  suhj  'ci." — British  Saiiilai  ian. 

"  riie  work  is  thoroughly  prHo.iic.al.  aid  will  serve  aH  a  handbook  in  the  future  for  luose 
who  have  to  oncjuuter  llio  pj  oblems  discussed."  — t'/H-miVd'  Tni(/e  Journal. 


Just  Out.  Second  Editig.n,  Thoroughly  Revised  and  Re- Written.   1 5s.  net 

CALCAREOUS  CEMENTS: 

THEIR  NATURE,  PREPARATION,  AND  USES. 

With    some    Obsepvations    upon    Cement  Testing. 
By  gilbert  R.  REDGRAVE,  Assoc.  Inst.  C.E  , 
And  CFIARLES  SPACKMAN,  F.C.S. 

"  luvALnABiE  to  the  Student,  Arohitoot,  and  Engineer."— fluiVdtnfr  Heat. 
"  W  m  be  uaeful  to  Aix  Interested  in  the  jiAiitJFACrDBK,  usk,  and  tb»tuiq  of  Oementi.  — 
Snginetr, 
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ELECTRICAL  ENGINEERING. 

Second  Edition,  Kcviscd.    In  Large  ivo.    Handsi<me  Cloth.  Projuseljr 
Illustrated  wttk  Plates,  Diasirams,  and  Figures.    245.  net, 

CENTRAL  ELECTRICAL  STATIONS: 

Their  Desigrn.  Orgfanisai  ion,  and  Manag-ement. 

ByCIIAS.  H.  WORDINGIIAM,  A.K.C.,M.Inst.C.E.,M.Inst.Mech.E., 

Late  Memb.  of  Council  Inst  E.  V...  anri  Electric. il  Engineer  to  the  City  of  Manchester  ; 
Eleclrictl  Engineer-in-Chief  to  the  Admiralty. 

ABRIDGED  CONTENTS. 

Introductory — Central  Station  VVork  as  a  Profession — As  an  Investment. — The  Estab- 
lishment of  a  Central  Station  — Systems  of  Supply. —  ite.—  Architecture. — Plant. — Boilers  — 
Systems  o)  Draught  and  Waste  Heat  Ecotioniy — Coal  Handling.  Weighing,  and  Storing. — 
The  Transmission  of  Steam  — Generators — Condensing  Appliances  — Switching  Gear, 
Instruments,  and  Connections. — Distributing  Mains — Insulation,  Resistance,  and  Cost. — 
Distributing  Networks — Service  Mains  and  Feeders.  —  Testing  Mains.  —  Meters  and 
Appliances — Standardising  and  Testing  Laboratory — Secondary  Batteries. — Street  Light- 
ing.—  Cost — General  Organisation  —  Mains  Department  — Installation  Department. — 
Standardising  Department. —  Drawing  Office  — Clerical  Depaitment. — The  Consumer. — 
Routine  and  Main  Laying  — Indrx 

"  One  of  the  mo?t  valuable  contributions  to  Central  Station  literature  we  have  had 
for  some  Elect ticity. 


In  Large  8vo.    Handsome  Cloth.    Profusely  Illustrated.    12s.  6d.  net. 

ELECTRICITY  CONTROL. 

A  Treatise  on  EleHric  Swltchgear  and  Systems  of  Electric  Transmission. 
]]Y    LEONARD  ANDREWS. 

Associate  Member  of  the  Institution  of  Civil  Engineers,  Men  bcr  of  the  Institution  of 
Electrical  Engineers,  Ex-Member  of  Council  of  Incorporated  Municipal 
Electrical  As.>ociation,  &c. 

General  Principles  of  Switcheear  Design. —Construct  onal  Details  —Circuit  Breakers  or 
Arc  Interrupting  Devices.— Antomaticaliy  Operaterl  Circuit  Breakers.  —  Alternating  Reverse 
Current  Devices.  —  Arrang»?ineiit  of  'Bus  Bars,  and  Apoaratus  'or  Parallel  Running. — 
General  Arrangement  of  Controlling  Apparatus  lor  High  Tension  Systems.  —  General 
Arrangement  of  Controlling  .Ap  'arat^'S  'or  L  iw  Te  isioii  Systems.  —  Examples  of  Complete 
Installations — Long  Distance  Tiansmi-.sion  Schemes. 

"Well  written.  .  .  .  Admirably  illustrated,  both  by  photographs  and  diagrams.  Tlit;. 
diagrams  in  particular  are  remarkably  good  and  clear." — Sci  tsinun. 


Seventeenth  Edition,  Thoroughly  Revised  and  Enlarged.    8s.  6d. 

A  POCKET-BOOK 

OF 

ELECTTIICAL  RULKS  &  TABLES 

FOR  THE  USE  OF  ELECTRtCIA  IVS  AND  ENGfNEERS. 
By  JOHN  MUNRO,  C.E.,  &  Pruf.  J  AM  I KSON,  M.Inst.C.E.,  F.R.S.B. 
With  Numerous  Diagrams.     Pocket  .Size.     Leather,  8a.  6d. 

GBNERAI  CONTENTS. 

Units  of  Measurement.  —  Measures.  —  Te.sting.  —  Conductors.  —  Dielectrics.  —  Submarine 
Cables. — Telegraphy. — Elect ro-Chemistry.— Electro-M eta  liirgy. — Hatlcrie.s.  —  Dynanios  and 
Motors. — Transformers. — Electric  Light  ng. —  Miscellaneous.- Logarilhnis. — Appendices. 

"  WoNURKPULLV  Pkkfuct.  .  Worthy  01  the  highest  commendauou  we  can 
give  it." — Elfct'ician. 

"The  StukliNG  Valiib  of  Messrs  MtiNRO  and  Jamib.son's  Pockbt-Book."— 
Sltclrical  Rt7iirui 
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By  PROFESSORS  J.  H.  POYNTING  &  J.  J.  THOMJBON. 

Id  Five  Vulututis.    Large  6\o.    Sold  Separately. 

A  TEXT-BOOK  OF  PHYSICS. 

BT 

Ji  H.  POYNTING.  J.  J.  THOMSON, 

Late  FJ«''o*  "f  ;r|nit>  (Ii.lJege,  Caml.rldgw;  VhUom  of  Trinity  Collew^  OMubridw;  PmL 

VuhuTi.ly:  of  Cambridge. 

DrTRODtrcToitY  VoLtTMF-,  fulTy  mtistra,t«i-  Second  Edition,  Eeviaed. 

I'lke  YOa.  (ill. 

I>FtOI>E:RXIES   OF  MATTER. 

CoKihHiB.  —  Ur.avinit.ionv  - 'I'l  e  Ai-wt^mtiot^  of  Ora'viry.  -  Elflfticiiy.— Mrrnw  and 
btntiBK— lorHM«. -I^i-nding  of  l(.  il  .- !-piiul  fSpiiigs-  To  JiMun.- O  iDi.i^hFil.iliry  of 
LltfBid!-.- Prt-hBures  and  Voiiin  s  of  Bukk.  TlMifal  1  ffittK  Aicm.  p  Strain.— 
CapiHa'it.v -si,r  ac.  'I  eimion.- T  1  ».nn  01  (  auil  a.< iiy.— i  iflueiou"  of  L.Qjuda  — 
UiruBion  nf  rJii^PK  Vi.ri.- 1  \  «.f  I.Kiiiids  — Ini.kx 
''Mndfiiits  of  phraic;  faniioOiOii  to  rk-rive  1  <  nert.from  theibno)c."-iC»oirfc<ir7e. 
« <•  repu  i  tlii.s  iMioU  lis  quite  iii(li>iiH!i  SMi.'e  not  iiime  y  lo  teuchen  tut  It*  i-bysiiists  of.< 
tt&ilK&bo\utheio\\est.'—UnivenUyUuiTespuudei,t. 


VoLDME  II.    TuiRD  EijiTiuN.    Fully  Hlpstrated.   Price  Ss.  6d, 

SOUND. 

CoNTivNTS.-TtiH  Naiu  e  ..f  ><oiiocl  and  iia  chief  Cliaracpii-tiea.-Thc  Velod-v  of  ^ovoA 
in  Air  aud  oih.'i  .Vl.-.iiu.  I(.  11  c  lor  ni  d  liel r»rt  oi.  i  f  .'^onnik— Fi<  que)  c-v  aiid  P  Ich  of 
Notfli..  Pes.ivinni-f  ano  F.  iced  Or.  iilaiiona  — AuahHlti  of  Vilnaiioni..— Tlie  'I  ran^vsTM 
Vibr«t  ..nH  of  ^ti  'cl  i  li  Sitir  »■»  or  W  ires  -  l'ip(>R  aud  oii  pr  Air  Carines.— Itoda.— Prateii 
— Menrlii-ai  pp.-  V  h  aiioii-  n  air  n.  iieii  hy  ||.  ^euMlive  Klaij  e.^  ami  Jeis.— MuBicni 
Sand.— The  ^^upef  poaitir  ii  f'f  WavdM.    Inii  x 

"Ibrtwoilt  .  .  '""V  h"  enitiiiiten  ipd  to  anvoi>«  desiroDB  of  poa»essing  an  XAST 
dp-to-uati'  Stani'ARI'  1  kkatihk  oil  A.  oirRtic-  '  -  I.I  etaiiirt.  '' 

"  V-ry  cl.-iiiK  «i-oi,i  Tiip  imnrPK  ol  itie  authors  are  a  fri  aianiea  of  the 

SOliNTIFlO  AlCUHACV  alldui'-TO  liATir  <!r.AJ{A<n  n<      tlie  w<nk  "~  Educultunul  Tivirt. 


Jdst  Ot7T.    VoLniWE  III.    Fully  Illustrated.    Price  15s. 

HEAT. 

COKTENTS.  — Temperaimei  —  r:xpaii.<-ioii  of  Solids  —  Liquids.  — Gase?.  -  CirruliitJotj 
and  (.'iiirvi'ctioii.-Qiiniuily  of  Ileiri  :  8]n  c  )ic  11  i;it. -  Coiidnt  tivily.— Foi ms  ■  f  Energy : 
Coirsei  vjiti.  il ;  Mccliiiiiiciil  1  iil  of  Di  iit.—  'J'l.b  Kiuctic  Hu  oiy —Cli.-ii'pe  of  State: 

I,i(|iiiil  Viijiour.  —  Ciitical  Pr.iiits  —  Solirls  ninl  I.iiiuidp.  —  Aliiiosi  h<  He  Conditions.— 
Eadialion  — 'Jlicoiy  if  Exd  iiii{:eH.— liiidintioii  and  Ti  nrpe)iitiiie.--'Jlicini<K!\iiajnic6.— 
Isoilieiiiial  luid  Aoialnitii  Clumves.—  a  liciim  dynamics  of  Ci  oiig^cs  of  Stale,' aiiU  ScJin- 
tioiis.— Therniodyiiiiiiiits  of  KadiaLioii.— 1njjI.;x 

Reinaiiiiiig  N'oliuneH  in  Preparation — 
LIGHT  ;  MAGNETISM  AND  ELECTRICITY. 


THE  MEAN  DENSITY  OF  THE  EARTH  :  An  Essay  to  winch  the 

•Adams  Prize  was  tidjiidgeit  in  ISHH  in  tlic  UiiiverFity  of  Caiiilii idfre.  .T.  11. 

]'»vYNTrNG,  .St-.D..  I'.lt.^.,  I.ale  Fi-llmv  <if  'J  rinily  C-oili'pe.  Cjiniliiidf:e:  P»-(rfi-FB«r  of 
Pliysics,  liiiiiiiny;)iaiir  UiiiveiKity.  In  Large  i-vo,  willi  lliblioijiapl.y,  lUui>lialious  in 
tlie  'J'ext.  mid  .■^eveii  Litlioyr  liliud  Plates.    ]2s.  Gd. 

"  Ad  .ccoiiui  ol  thiB  BU'ijeri.  uiiiiioi  rail  to  be  o'  ohkat  and  ornkbaI.  rwTSBMiT  to  the  s>ieBtlflc 
Dllnd.  KBpr.cialiy  in  this  tire  case  wireii  tlie  aceount  is  given  by  one  who  ha»  conlritut«t  go 
coiialilarahlj-  as  tiao  Prol.  "oyntiliii  to  our  pn-auul  state  of  kuowleilge  with  reBiiect  to  a  very 
dlfti-'i  t  <i'ihj  int.  .  .  .  UeumrKahiy  has  Newton  8  estimate  been  venfied  by  Prot  Pojntiag."— 
AthewKUm, 
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Third  Edition,  Reinsetl,  ELnJarged,  and  Re-issued.    Price  6s.  net. 

A  SHORT  MANUAL  OF 

INORGANrC  CHEMISTRY. 

BY. 

A.  DUPRE,  Ph.D.,  F.R.S., 

AND 

WILSON   HAKE,  PhD.,  F.I.C.,  F.C.S., 

Of  the  Westminsier  Hospital  Medical  School 

"A  weU-written,  clear  and  accurate  Elementary  Manual  of  Inorganic  Chemistry;    .  . 
We  agree  heartily  with  the  system  adopted  by  Drs  Uupr^  and  Hake    Will  maks  ExrK»- 

MBNTAL  WoKK  rUBBLV  INTlt«BSTING  BBCAUSE  INTttLLIOrBLB.  ' — Saturday  RevifUj. 

"There  is  no  question  that  given  the  PiiKi»scT  i^hodnding  ol  the  Studeni  in  his  Scienco, 
the  remainder  comes  afterwards  to  him  in  a  manner  much  more  simple  and  easily  acq  lired. 
The  work  IS  an  kxamplb  of  the  advantaobs  op  the  Svstbmatic  Tbbatmbnt  of  a. 
Science  over  the  fragmentary  style  so  generally  followed.  By  a  long  way  the  best  o£  th» 
small  Manuals  for  Students-" — Analyst. 


LABORATORY  HANDBOOKS  BY  A.  HUMBOLDT  SEXTON> 

Professor  of  aetallurgy  in  the  iilii8«ow  and  West  of  Scotland  rechnical  College. 


OUTLINES  OF  QaANTITATIVE  ANALYSIS^ 

FOR  TUB  USE  OF  STUDHNTS. 

With  nioatrafcions.    FooKm  Edition.    Crown  8vo,  Cloth,  Sa. 

"  A  TJOMPACT  LABURATuKT  ODiDK  fof  beginnera  was  wanted,  and  the  want  has- 
been  WBLi.  SUFPLUCD.    .    .    .    A  good  and  useful  book." — LaticeL 


OUTLINES  OF  QUALITATIVE  ANALYSIS. 

FOR  run  USH  OF  STUDENTS. 

With  Illustrations.   Fodrtii  Edition,  Revised.   Crown  8vo,  Cloth,  .38.  Cki. 

The  woric  of  a  thoroughly  prjictical  c\\f.m\sV— British  Medical  Journal. 
"  Compiled  with  great  care^  and  wdl  supply  a  wa,at."— Journal  of  Education. 


ELEMENTARY  METALLURGY: 

Including  th«  Author's'  Practical  Laboratory  Course.     With  m«By 

Illustrations;        [See  p.  66  General  Calalujue. 

TaiKC  Edition,  Revised.    Crown  8vo.    Cloth,  Gs. 

"Just  the  kind  of  work  for  students  commencing  the  study  of  metallurgy."  

Practiced  Engineer. 
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